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1966 INDEX 


HOSPITALS, Journal of the American Hospital Association 


Volume 40, Numbers 1 to 24 inclusive (except Part 2 


of the ‘‘Guide Issue,’’ August 1, which has its own index) 


This index consists of two parts—a subject index and an author index. The 
following regular sections or features of HOSPITALS have not been indexed: 


Book Reviews 
Calendar of Association and Allied Meetings 
Current Listing of New Members 


Cycle Menus 
Deaths 
Equipment and Supply Review 


Introducing the Authors 


Personnel Changes 








Abbreviations 
Ja—January Ap—April JI—July O—October 
F—February My—May Ag—August N—November 
Mr—March Je—June S—-Septem ber D—December 


AAR—Annual Administrative Review 
C—Correspondence 
DN—Department Note 
Ed—Editorial 

L—Law in Brief 

N—News 

O&I—Opinions and Ideas 
SFH—Service From Headquarters 


Sr—Sister 


Symp—Symposium 


AHA—American Hospital Association 

AMA—American Medical Association 

ANA—American Nurses Association 

HAS—Hospital Administrative Services 

HEW—Health, Education, and Welfare 
HRET—Hospital Research and Educational Trust 
JCAH—Joint Commission on Accreditation of Hospitals 
NLN—National League for Nursing 

$SA—Social Security Administration 


VA—Veterans Administration 


Subject Index 


A 


ACCOUNTING 


See also: Costs; Credit and collection; Financial management; 
Fund raising; Hospital Administrative Services; Income for 
hospital services; Rates 

Accounting procedures: employee physical examinations; la- 
boratory fees (SFH) Ap 1-26 

Accounts receivable levels. (SFH) F 1-34 

Smell size no handicap in adopting standard hospital accounting 
methods. (Nigrelli) Je 1-95 

Will smaller hospital accounting adequately account to Medi- 
care? (Riggs) Je 1-89 

ACCREDITATION 
Accreditation is everybody’s business, employees learn in two- 


day program. (Sr. M. Christopher) F 16-79 
Accreditation of extended care facilities. (Ed) Ja 16-51 


130 


Accreditation problems. (Porterfield) Ja 16-36; F 16-16; Mr 16- 
36; Ap 16-42; My 16-42; Je 16-25; Jl 16-40; Ag 16-43; S 16-40; 
O 16-14; N 16-58; D 16-25 d ‘ 

Association of University Programs in Hospital Administration 
studies formal accreditation plan for hospital administration 
programs. (N) Ag 1-115 | 

Four new commissioners join JCAH. (N) F 1-17 

= Pog on accreditation of nurse training programs. (N) 

a - 

JCAH requirements amended to include utilization review by 
medical staff (N) Ja 16-124 

Laboratory animal care. (Ed) F 16-61 

a | league to accredit practical nursing schools. (N) Mr 


ADMINISTRATION 
Hospital supervisors learn management techniques in 12-week 
course. (Machaver) Jl 1-40 
Multihealth institutions—a new administrative challenge. (Ska- 
rupa) Ja 1-46 
Reflections on thirty years. (Wilson) O 1-52 


HOSPITALS, J.A.H.A. 
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Right facts for the right manager. (Green) S 16-72 

Setting goals for an automated information system. (Howell) 
My 16-75 

ADMINISTRATORS 

American College of Hospital Administrators receives grant for 
education project. (N) S 16-206 é s ce ‘ 

Association of University Programs in Hospital Administration 
studies formal accreditation plan for hospital administration 
programs. (N) Ag 1-115 . : 

Columbia University offers hospital planning course. (N) N 
1-119 


New graduate program at University of Missouri. (N) D 16-124 

1966 ee residents. Ag 1-120; Ag 16-126; S 
1-118; 1-120 

Short courses for foreign administrators. (SFH) (Gonzalez) Ja 


ADMITTING AND DISCHARGE 
Admissions officer asks, ‘What would you like to eat?’ as well as 
‘How are you going to pay?’ (DN) Mr 1-81 y 
Base line for measuring changes in admissions under Medicare. 
(Stone) Je 1-23 : 
bay ge fills bed requests in experimental N.Y. system. (N) 
P 16-126 toe 
Day of admission significantly affects length of stay, utilization 
study finds. (N) Ap 16-125 
Index for physicians’ secretaries. (O&I) S 16-66 me! 
Mechanized appointment system for outpatient clinics. (Paul- 
son) S 16-80 Sa 
Revised admissions system intensifies use of hospital’s facilities. 
(Freiwirth) S 16-99 é 
Transfer agreements between extended care facilities and hospi- 
tals. Ap 16-75 
Transfer procedure. (SFH) D 16-36 
What is a boarder? (SFH) My 16-27 
AFFILIATIONS 


Criteria for evaluating a clinical educational program in physi- 
cal therapy: hospitals as affiliation centers. (Moore) Je 16-82 
Hospital unites with community’s nursing homes in upgrading 
extended care. (Anderson & Botarelli) Ag 16-63 
Teaching affiliation aids in obtaining interns. (N) Jl 16-219 
= —- one obstetric wervice. (Goldberg & Youngquist) 
Aged and aging. See: Geriatric care; Medicare; Nursing homes 
AMBULANCE SERVICE 


Ambulance service viewed as first phase of medical care se- 
quence. (DN) Mr 1-66 
~~ York adopts standards for ambulance services. (N) O 16- 


* sruate of a skilled and ready ambulance service. (Freilich) 


AMERICAN HOSPITAL ASSOCIATION 

AHA and standby power. (Ed) Mr 1-33 

AHA breaks ground for new building. (N) D 1-17 

AHA hosts Medicare meeting to promote closer hospital-indus- 
try cooperation. (N) N 16-164 
HA House of Delegates approves building projection in spe- 
cial session. (special report) Je 16-18a 

AHA opens regional office in Southeast. (N) Mr 16-130; office at 
new address. (N) Je 16-119 

AHA presents Senator Hill with holograph. (N) Mr 16-124 

AHA staff toured nation to school hospitals in Medicare regula- 
tions. (N) Ag 1-119 

AHA testimony on bill to provide improved health benefits for 
active and retired members of the uniformed services and 
their dependents. (Williamson) Ag 16-62 

AHA to confer three honorary memberships, two trustees 
awards. My 16-68 

ae Distinguished Service Award to: Frank S. Groner. My 


AHA’s proposed insurance plan. F 1-162 

Checklist for educational planning: institutes for 1967. N 16-82 

Comments on the American Academy of Pediatrics’ manual 
titled Standards and Recommendations for Hospital Care of 
Newborn Infants. F 1-161 

Directory of officers, councils and committees for 1967. O 16-31 

First Award of Honor signalizes Senator Lister Hill’s health 
contributions. S 1-54 

Guiding principles for hospital utilization review programs: 
statement. Mr 16-75 

Guiding principles for the operation of a hospital inhalation 
therapy service. Jl 16-207 

Guiding principles for utilization review programs for extended 
care facilities: statement. Ag 1-73 

Hospitals as educational institutions: statement. F 1-161 

Inaugural address. (Cartmill) O 1-50 

Initial statement on American Nurses’ Association’s position 
Paper on nursing education. J1 16-206 

Membership in social work society opens. (N) F 16-123 

1966 annual meeting in review. S 16-109 

Resolution on nursing education. Jl 16-107 

Role and responsibilities of the board of trustees and the chief 
executive officer of a hospital conducting a diploma school of 
nursing: statement. F 1-124 

68th annual meeting program. Jl 16-95 

Staff appointments: A. L. Whisennand, Ja 1-96; J. E. Mebs. Ja 
1-96; J. P. Cooney Jr. F 1-156; N. de la Chapelle. F 1-156; J. H. 
MeNinch. F 16-19; E. G. Cattaneo. Ap 1-186; M. J. Brown. Ap 
1-186; W. J. Van Cleve. Ap 1-186; C. W. Mangun Jr. Ap 1-186; 
R. Woodham, Ag 1-119; S. Dorn. Ag 1-119 

a. 3 or: W. T. Middlebrook Jr. F 1-154; J. A. Witt. 

-156 

Staff retirement: M. J. Norby. Mr 16-129; J. LeBrun. Ap 16-124 

Statement on a hospital employer’s minimum expectations of a 
registered nurse. Jl 16-202 

Statement on hospital immunization programs, F 1-162 


AMERICAN MEDICAL ASSOCIATION 
AMA agenda all-encompassing, but Medicare dominates debate. 
(special report) Jl 16-29 
AMERICAN NURSES’ ASSOCIATION 


ANA House of Delegates alters bylaws, adopts national salary 
standard goal. (N) Jl 16-211 
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Initial statement on ANA’s position paper on nursing education: 
AHA. J1 16-206 


ANIMAL EXPERIMENTATION 
Laboratory animal care: accreditation program. (Ed) F 16-61 
ANNIVERSARIES AND SPECIAL pene een 
Checklist helps in planning special events. (O&! - 
Three hae pert err centennial anniversaries. (N) O 16-166 
Work of two decades surveyed by Hill-Burton. Ag 1-50 
Areawide planning. See: Planning, Areawide 
Artificial kidney centers. See: Renal dialysis 
AUTOMATION = 
Appraisal of automation. (Weil) (Ed) S 16-7 
Blood bank expands service with automatic equipment: Chi- 
cago. (N) J1 1-91 
Blood fractionation speeded by automation. (DN) Mr 1-68 
. Computer yee = “ake food service discussed 
at recent meetings. r 16- A 
Computer coma te link eleven Midwest hospitals. (N) F 16- 


ene a bed requests in experimental N.Y. system. (N) 


Computer provides instant updating of perpetual (food) inven- 
tory at Missouri medical center. (DN) Ap 1- 

Computer system reduces outdated blood loss. (DN) Mr 16-86 

Dietitians work with ‘Mr. C.’ (C is for computer) in planning 
menus. (DN) Jl 16-132 tales 

Drug distribution system makes gains in legal tangle. D 16-102 

Electronic data processing’s exciting potential as upgrader of 
hospital functions. (Bieter) My 1-119 

Experiments with computer-assisted menu planning. (Balintfy 
& Nebel) Je 16-88 d ne 

Mechanized appointment system for outpatient clinics. (Paul- 
son) S 16-80 . 

Mechanized supply system provides supplies where needed. 
(Friesen) My 1-109 

Mechanized system for control of fixed assets. (Slama) O 16-91 

Medical applications of electronics aid patients and physicians. 
(Norman) My 1-125 3 ; 

Medical dietetic students plan menus with computer assistance. 
(Casbergue) Je 16-96 

Northwestern unveils new electronic ECG system. (N) Jl 1-92 

_ computer complex links Minnesota hospitals. (N) Ap 16- 


Preparing medical record data for computer processing. (Yoder) 


Public Health Service contracts to develop bed availability com- 
puter. (N) S 16-203 

ia for an automated information system. (Howell) 

y - 

VA’s new automated hospital: Washington, D.C. (Rosenthal) Je 

16-50; correction. Ag 1-115 
AUXILIARIES 

See also: Volunteers 

Credit hours for auxilians. (SFH) Ag 1-34 

Junior auxiliary. (SFH) Ag 16-33 

Medical auxiliary. (SFH) S 1-42 

State auxiliaries: organization on the state level. (SFH) J1 1-26 

Volunteers: AAR. (French) Ap 1-151 

AWARDS AND RECOGNITIONS 

AHA presents Senator Hill with belegregh. (N) Mr 16-124 _ 

AHA production wins ‘outstanding film’ award: ‘Psychiatric 
Services in General Hospitals.” (N) Je 16-114 

to confer three honorary memberships, two trustees 

awards. My 16-68 

— Distinguished Service Award to: Frank S. Groner. My 


Award-winning ideas: achievements contest, Cleveland Hospi- 
tal Council. (O&I) Ap 1-36 

First AHA Award of Honor signalizes Senator Lister Hill's 
health contributions. S 1-54 

$5000 presented to Michigan contest winners. (O&I) D_16-40 

McGuire VA Hospital wins AHA safety award. (N) My 16-124 


BED NEEDS 
Determining bed needs from occupancy and census figures. 
(Weckwerth) Ja 1-52 
Hospital bed needs. (SFH) Ag 1-30 
Need for long-term beds noted in New York State. (N) O 1-119 
Tuberculosis beds fill general care bed shortage: Warren, Ohio. 
(N) Je 16-119 
BLOOD AND PLASMA BANKS 
American Association of Blood Banks ‘disappointed’ in recent 
Federal Trade Commission ruling. (N) D 1-116. 
Blood bank expands service with automatic equipment: Chi- 
cago. (N) J1 1-91 R 
Blood fractionation speeded by automation. (DN) Mr 1-68 
Computer system reduces outdated blood loss. (DN) Mr 16-86 
Federal Trade Commission issues final order ruling blood bank, 
hospital association in restraint of trade. (N) N 16-164 
New ym in blood bank regulations effective in New York. 
(N) Ja 1- 
New York blood system marks successful first year. (N) My 


Of blood, hospitals, and the courts. (L) Mr 1-92 
Process makes indefinite blood storage possible. (DN) O 1-91 
Reclining chairs used for blood donors. (O&I) Ag 16-40 ¥ 
Seminars aid hospitals with blood donor procurement and in- 
ventory control. (DN) Ja 1-51 

BLUE CROSS 
See also: Health insurance 
Blue Cross Plans across country fill Medicare gaps. (N) Je 16- 


Blue Cross Plans lend support to psychiatric inpatient service. 
(DN) Ja 16-66 
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Blue Cross, Washington, D.C., hospitals reach accord on reim- 
bursement formula. (N) O 1-17 

Blues on trial. (L) Ag 1-108 

Computer-gram alerts members to Medicare. (O&I) S 16-66 

Court rules in favor of hospitals in Blue Cross contract dispute: 
Massachusetts. (N) Ag 1-118 : 

= vetoes Michigan’s podiatric-Blue Cross bill. (N) Ag 


a Cross relationships: the scene changes. (Toomey) 
-—" podiatric hospitals may get Blue Cross pacts. (N) Jl 


Nevada court upholds AHA in Blue Cross service mark in- 
fringement suit. (N) My 1-17 

New Jersey Blue Cross-Blue Shield announce complementary 
Medicare coverage — (N) F 16-19 

Public’s search for a health care ‘champion.’ (Sibery) Jl 16-75 

Western Pennsylvania Blue Cross head testifies for rate in- 
te (N) Ja 1-96; 14.5 per cent increase granted. (N) F 


a cancel contract, Ohio hospitals tell Blue Cross. (N) My 16- 


Boilers. See: Power plant 
BRANCH HOSPITALS 
Johns Hopkins studies proposed suburban satellite. (N) Jl 1-90 


Merger, satellites advised to meet D.C. area needs. (N) N 16-165 
Multihealth institutions—a new administrative challenge. (Ska- 


rupa) Ja 1-46 _ 

Satellite food service improves manpower use: VA Hospital, 
Cincinnati. (Good) N 1-90 

BURNS 

Color is the key to sepsis control i i 
“(MacMillan) F 197 Pp: ontrol in Cincinnati burn center. 

Silver nitrate stains—how one hospital is meeting the problem. 
(Craig) N 1-60 

Silver nitrate ‘successful’ in treating burn cases. (DN) Mr 1-68 


Cc 


‘ 


CANADA ’ 
New council td coordinate Saskatchewan health services. (N) 
Ap 16-123 
CARDIAC CARE 
AHA surveys hospital heart, stroke facilities. (N) Mr 16-126 
Billing for cardiography. (SFH) Je 16-32 
Guidelines for the design and operation of a coronary care unit. 
(Corday & Littauer) F 1-77 
More authority sought for coron care nurse. (DN) Jl 16-118 
Northwestern unveils new electronic ECG system. (N) Jl 1-92 
al coronary unit can be doubled in size when needed. F 
Tackle box used for cardiac arrest unit. (O&I) Ap 1-39 
“—. ed becomes coronary care unit. (Downer & others) 


CAREERS 
Hospitals and high schools work together in Seattle vocational 
program. (Tolbert) Jl 1-42 
Illinois hospitals act to end personnel shortage. (N) Jl 16-215 
One out of five Candy-stripers starts health career, hospital’s 
tally shows. (DN) My 1-75 
open — oa oo ann  g (O&I) Ag 1-40 
e student evaluates een- 1 i 3 
Bard [t. ae Ss age volunteer experience 
ublicity campaign stimulates interest in i ; 
(Davis) Ap 16-60 nursing careers 
Summer hospital perience for ‘future medics.’ (O&I) O 1-43 
Texas physicians help recruit nursing students. (O&I) F 16-54 
Volunteer experience spurs teen-agers to start medical careers. 
i 
estern Pennsylvania gets funds to start iti 
stort aN) rinm . art manpower recruiting 
ar-round programs set the pace i 1 i 
(Johnsen) apo pace in health careers promotion. 
Carpets. See: Floors 
CENTRALIZATION OF SERVICES 
Central dictation system promotes complete ] i- 
peal records. (Toussaint) Ja = p and legible medi 
x able tower centralizes clinical facilities of medical - 
ter: Memphis. (Bradley & Johnson) N 1-46 seaieuaed 
CHAPELS AND CHAPLAINCY 
Chapel design. (SFH) N 16-36 
Chaplain orientation. (SFH) O 1-34 
Children’s care. See: Formula rooms; Nurseries; Pediatric care 
CHRONIC ILLNESS CARE 
See also: Geriatric care; ; i : i F 
Rohabititenen re; Home care; Medicare; Nursing homes; 
an eS on survey of extended care beds in hospitals. 
Cooperative community action program maps long-term car 
needs. (Lentz) S 16-128 a st " ° 
Extended care facilities: AAR. (Beckwith) Ap 1-65 
Information campaign awakens public to new techniques in 
long-term care. (Mitchel) O 16-96 
Matching facilities to needs of long-term patients. (Mackin- 
tosh) Ap 16-85 


p | 
Nation’s long-term facilities surveyed by HEW. (DN) Ap 1-45 
Need for long-term beds noted in New York State. (N) O 1-119 
Should the smaller hospital provide extended care services? 
(Lentz) Je 1-53 
Washable sheepskins tested in Philadelphia hospitals. (O&I) Ja 


16-25 
What is extended care? (SFH) (Detmer) Ja 16-40 
Civil defense. See: Disaster Service 
CIVIL RIGHTS 


AMA, HEW,, hospitals are criticized as National Medical Associa- 
tion meets. (N) S 1-112 ‘ 
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Appointment to hospital medical staff. (L) (Bernstein) N 1-108 

Civil rights cases. (L) Ja 1-89 ‘ 

Civil rights litigation. (L) (Bernstein) D 1-107 

Civil rights suit filed against southern hospital. (N) O 1-118 

Deadline set on civil rights compliance for seven Atlanta hos- 
pitals. (N) S 1-21 é oP F 

Delegates reaffirm human rights position at AHA special ses- 
sion. Je 16-18f ‘ d 5 

ag finds 5511 hospitals in compliance with Title VI. (N) Jl 

96 


HEW launches inspection program in stepped-up civil rights 
efforts. (N) My 1-17 eek di ; 
Hospitals and Title VI of the Civil Rights Act of 1964: questions 
and answers. Je 1-19 

Integration in Kansas City: closing of Queen of the World Hos- 
pital. (C) (Trimble) Mr 16-46 

Notation of patient's race not improper. (N) D 1-117 

Public Health Service tightens civil rights belt. (N) Ap 1-184 

Recording of race not improper, says Public Health Service. (N) 

16-125 

SSA issues Title 6 guidelines for extended care facilities. (N) 

S 16- 


Two more southern hospitals brought into compliance with 
Title 6. (N) O 16-19 
Collective bargaining. See: Unions and collective bargaining 


COLOR 
Color is the key to sepsis control in Cincinnati burn center. 
(MacMillan) F 1-97 
Communicable disease care. See: Infection control 


COMMUNICATION SYSTEMS 

Central dictation system promotes complete and legible medical 
records. (Toussaint) Ja 1-44 

‘Communiphone’ relays recorded messages. (O&I) N_ 16-48 

Five libraries share resources via teletype. (N) Ap 16-123 

Hospitals lag in use of exclusive shortwave frequencies, survey 
shows. (Stone) Je 16-61 : 

Inexpensive equipment and ingenuity expand hospital commu- 
nication system. (Bardin) Mr 16-60; (C) (Sanders) J1 16-58 

Northwestern unveils new electronic ECG system. (N) Jl 1-92 

Radio network to link New Orleans hospitals. (N) O 1-119 

“Telltale” beep. (Long) (Ed) Ja 1-37 

COMMUNITY AND THE HOSPITAL 

Community pharmacies have equal shares in community hospi- 
tal’s drug service. (Pick) My 16-92 , 

Hospitals and high schools work together in Seattle vocational 
program. (Tolbert) Jl 1-42 ; 

Information campaign awakens public to new techniques in 
long-term care. (Mitchel) O 16-96 

One hospital’s experience in training underprivileged youths. 
(Mills) D 1-46 

Organizing community health services for the aged. (Clark) Ja 


16- 

Public’s search for a health care ‘champion.’ (Sibery) J1 16-75 

Role of the community hospital: a reappraisal. (Berke) Ja 16-61 

i ed hospital as a community health resource. (Knowles) 
Community hospitals. See: Small community hospitals 
Computers. See: Automation 
CONSENT, LEGAL 

See also: Law and liability 


More on informed consent. (L) Je 1-122 
Of blood, hospitals, and the courts. (L) Mr 1-92 


CONSTRUCTION 
See also: Planning 


‘Building Block’ records construction progress. (O&I) Je 16-36 

ae to seek building components standardization. (DN) 

Construction planned and completed. Ag 1-124; O 1-121; O 16- 
169; N 1-121; N 16-167; D 16-129 

Estimating building costs. (SFH) My 16-27 

= priority sought to end construction delays. (N) Ag 

Ramp construction. (SFH) D 1-28 

— ees steps set the stage for construction. (Stephan) 

bey 4 a hospital-based supervisor for construction programs? 
(Neumann) Jl 16-93; (C) (Pierson; Erskine) O 16-62 


CONSULTANTS 
Guidelines suggested for dietary consultants in nursing homes. 
(DN) Jl 1-66 


Hospital unites with community’s nursing homes in upgrading 
extended care. (Anderson & Botarelli) Ag 16-63 
What a part-time dietary consultant can do. (Jernigan) O 16-146 


CONVEYORS 
oes cabinet, conveyors, speed drug delivery. (DN) Je 


Mechanized supply system provides supplies where needed. 
(Friesen) My 1-109 


Coronary care. See: Cardiac care 


COSTS 
Continuing cost crisis. (Somers) Je 16-44 
Cost analysis of tube feeding procedures. (Horsh) My 16-97 
Estimating building costs. (SFH) My 16-27 
HEW announces major study of rising costs. (N) S 16-205 
Hospital costs expected to rise $6 to $9 per day in the Albu- 

querque area because of salary increases. (N) N 1-17 

Medical care prices climb 1.4 per cent. (DN) N 16-81 
Record high in average cost per patient day set in 1965. (N) Ag 


16-17 

Regional data on meal cost components in HAS hospitals: ist 
quarter 1966. (DN) O 1-97 2 

Turnover costs. (SFH) N 1-41 

Unemployment benefits to cost $125,125,000, Mr. Wonnacott tells 
Vermont Hospital Association. (N) O 16-165 


CREDIT AND COLLECTION 


Collection problems. (L) My 1-144 
Solution for billing long distance calls. (O&I) S 1-27 
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Data processing. See: Automation 
DEAFNESS 

Homo surdus. (Mackintosh) Ja 1-42 
Definitions. See: Terminology and definitions 
Development programs. See: Fund raising 
Dialysis centers. See: Renal dialysis 
Dictation systems. See: Communication systems 
DIETARY DEPARTMENT 


Activities of medical center dietitians outlined; also food likes 
in Virginia. (DN) Ap 16-106 E 

Add color, crunch, and flavor to meals with fresh produce. 
(Bonnell) Ja 16-103; F 1-126 

Admissions officer asks, ‘What would you like to eat?’ as well 
as ‘How are you going to pay?’ (DN) Mr 1-81 

American Dietetic Association speakers point out food poisoning 
hazards. (DN) Mr 1-85 

Analysis of food trends and policies: prelude to dietary depart- 
ment design. (Terrell) O 1-92; O 16-142 

Commissary-style food preparation may modify food distribu- 
tion systems. (Balsley) Ja 1-75 

Computer applications in nutrition and food service discussed 
at recent meetings. (DN) Mr 16-92 

Computer provides instant updating of perpetual inventory at 
Missouri medical center. (DN) Ap 1-158 

Cocking and serving enzyme-tenderized beef. (DN) S 1-100 

ae ye therapy helps rehabilitate handicapped patients. (White) 


Cookout in _ the hospital kitchen: installation of a charcoal 
broiler. (Wightman & Erbe) Ag 1-99 

Cost analysis of tube feeding procedures. (Horsh) My 16-97 

Development of training programs and job identity for the 
food service supervisor. (Van Horne) Ap 16-102 

Diet counseling by a patient service dietitian. (Sr. Jeannette 
Marie) Ag 1-97 

Dietary information in patients’ record. (SFH) D 1-28 

Dietitians work with ‘Mr. C.’ (C is for computer) in planning 
menus. (DN) Jl 16-132 

Effective use of hospital dietary labor resources. (Ostenso & 
Donaldson) Jl 16-127 

Equipment lists and suggested layouts in new Public Health 
Service dietary planning guide. (DN) Ag 16-102 

Exotic dinners cheer hospital patients. (Johnson) F 16-98 

Experiments with computer-assisted menu planning. (Balintfy 
& Nebel) Je 16-88 i 

Food service and dietetics: AAR. (Stamm) Ap 1-77 

Food service standards determine food service functions. 
(Viguers & Connaughton) My 1-115 

—s = frozen meats: patterns of use in 10 Illinois hospitals. 

Guidelines suggested for dietary consultants in nursing homes. 
(DN) Jl 1-66 


Independence in eating is part of mealtime therapy at rehabili- 
tation hospital. (DN) F 16-102 

Man-minute computations form the basis for new staffing 
methodology: time analyzed for alternative food flow systems. 
(Bartscht & others) Mr 16-88 

Medical center dietitians serve in teaching and research as well 
as food service. (DN) My 1-129 

Medical dietetic students plan menus with computer assistance. 
(Casbergue) Je 16-96 

Menu planning policies at Cleveland hospital. (DN) F 1-130 

Perspectives on five new food service systems. (Balsley) D 1-89 

Planning for dining and serving areas in nursing homes. 
(Knapp) N 16-140 

Quantity cookbooks. (SFH) My 1-34 

Recent outbreaks of salmonellosis point to need for continuing 
caution. (DN) S 1-87 

Regional data on meal cost components in HAS hospitals: Ist 
quarter 1966. (DN) O 1-97 

Satellite food service improves manpower use: VA Hospital, 
Cincinnati. (Good) N 1-90 

ee diets for dialysis patients. (Bakke & others) 


Standards for dietary services in extended care facilities for 
participation in Medicare. (Smith) Je 1-101 

Taste testers evaluate foods salted before and after cooking. 
(Rusian & Murphy) S 16-161 

Top round beef roasts: effect of grade and end point tempera- 
pe = palatability and cooking losses. (Hemphill & others) 

Tuscaloosa (Ala.) patients prefer French fried onions to sea- 
soned turnip greens. (DN) Ja 16-107 

Two meals and three snacks win patients’ approval. (Kauff- 
mann) S 16-164 

Using basic management principles to achieve food service 
goals. (Montag & McKinley) J1 1-63 

be a part-time dietary consultant can do. (Jernigan) O 16- 


What makes a successful food buyer? (Bloch) Jl 1-76 
Who keeps the kitchen clean? (Blaker) Ag 16-97 


DISASTER SERVICE 


Car pools, chartered buses come to rescue as hospitals cope 
with N. Y. transit strike. (N) F 1-155 

Hospital adds power failure drills to emergency practice calen- 
dar. (Harden) O 16-80 

-« be by Southern California fire evacuate 700. 

Mississippi tornado, Midwest blizzard challenge readiness of 
hospitals. (N) Ap 1-187 

Northeast blackout in retrospect: a mandate for auxiliary power 
systems. (Haldeman & Lesparre) F 1-21 

Public Health Service to distribute disaster package to all hos- 
pitals. (N) O 16-161 

Radio network to link New Orleans hospitals. (N) O 1-119 

Topeka hospitals maintain operations as tornado leaves 16 dead, 
550 injured. (N) Jl 1-17 

Tornadoes take Florida hospitals by surprise. (N) My 1-157 


Discharge. See: Admitting and discharge 
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DISPOSABLE GOODS 
Effect of disposables on prevention and control of infection. 
(Gray) O 1-68 : 
Large-scale use of disposables: report of an 18-month experi- 
ment. (White) O 1-65 ] , 
Use of water-soluble plastic bags for infected linens. (Johnson) 
J! 1-72 
Drugs. See: Pharmacy 


Education. See: Health education; Interns and residents; Man- 
-power Development and Training Act; Medical education; Nurs- 
ing education; Teaching function 

ELECTRIC WIRING AND LIGHTING 
See also: Power plant 
Engineer offers tips on electrical construction. (DN) Ag 16-111 

Electronic equipment. See: Automation; Equipment 

EMERGENCY CARE 
See also: Ambulance service; Burns; Disaster service; Outpa- 

tient department . 
Acleysy care facilities must reflect future demands. (Price) 
1- ; 


Changes in M.D.’s, hospitals among reasons for heavier emer- 
gency load, study shows. (N) Ja 1-95 
Computer fills bed requests in experimental N. Y. system. (N) 
Ap 16-126 : 
Control of emergency department medications. (Angelides & 
Manzelli) Je 16-98 
Emergency care: AAR. (Blalock) Ap 1-51 
Emergency service emerging as specialty. (N) Jl 1-92 
Maturing emergency department. (Olson) F 1-55_ 
Meeting the emergency department crisis. (Seifert & John- 
stone) N 1-55 an 
Ontario cites 140 per cent emergency visit increase. (N) N 1-118 
Why patients use hospital emergency departments. Vaughan & 
Gamester) O 1-59 
Emergency lighting and power. See: Power plant 
Employees. See: Personnel 


ENGINEERING 
See also: Electric wiring and lighting; Equipment; Power plant 
Continuing modernization: goal of ‘operation uplift’. (Lindskog) 


D 16-107 : 
Correspondence courses help engineering training programs. 
F 16-88 


Fresh approach to controlled maintenance. (Moller) Ja 1-71 

Hospital engineering: AAR. (Paul) Ap 1-95 

Preventive maiatenance for smaller hospitals. (SFH) N 1-36 
Engine ring, Industrial. See: Methods improvement 
Environmental sanitation. See: Housekeeping; Infection control 


EQUIPMENT 

See also: Automation; Disposable goods; Furniture 

Back savers: devices for lifting and transporting patients. 
(Baldwin) S 16-76 F 4 

Board shows staffing in nursing units. (O&I) S 1-27__ 

Budget preparation: the purchasing agent’s role. (Mix) S 1-84 

Chile asks U. S. hospitals to donate surplus items. (N) N 1-116 

Committee to seek building components standardization. (DN) 
O 1-107 

Cookout in the hospital kitchen: installation of a charcoal 
broiler. (Wightman & Erbe) Ag 1-99 

Dispensing cabinet, conveyors, speed drug delivery. (DN) Je 
1-106 

Equipment lists and suggested layouts in new Public Health 
Service dietary planning guide. (DN) Ag 16-102 

Hospital items among discontinued standards. (DN) Ag 16-93 

Inexpensive equipment and ingenuity expand hospital com- 
munication system. (Bardin) Mr 16-60; (C) (Sanders) Jl 16-58 

Infection control committee monitors product quality. (Walter 
& Michlowitz) O 1-63 4 

J — new standards in structures and equipment. (Lewis) 


Mechanized supply system provides supplies where needed. 
(Friesen) My 1-109 
Mechanized system for control of fixed assets. (Slama) O 16-91 
Medical applications of electronics aid patients and physicians. 
(Norman) My 1-125 
Medical gas users urged to update connections. (DN) Ag 16-93 
Oxygen supply. (SFH) D 16-32 
Planning inpatient bathing facilities. (Hunt) N 16-69 
Selection of floor machines. (Hunt) S 16-168 
Two years’ experience with a central vacuum system. (Chase) 
Ap 16-97 
ETHICS 
Is reciprocity good (purchasing) policy? (Adams) Jl 16-154 
“Telltale” beep. (Long) (Ed) Ja 1-37 


Explosions. See: Fire prevention and control 


Extended health care. See: Chronic illness care; Geriatric care; 
Home care; Medicare; Nursing homes; Rehabilitation 


3 


FEDERAL HEALTH AND WELFARE PROGRAMS 
See also: Manpower Development and Training Act; Medicare 
AHA testimony on bill to provide improved health benefits for 
active and retired members of the uniformed services and 
their dependents. (Williamson) Ag 16-62 ’ 
Chicago receives funds to implement nation’s first child health 
program. (N) O 16-19 
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Education and training: AAR. (Goulet) Ap 1-47 

Federal funds for construction. (SFH) O 1-40 

oj : + pe and the smaller health care facility. (special 
issue) Je 

First AHA Award of Honor signalizes Senator Lister Hill's 
health contributions. S 1-54 

~~. pa available to staff mental health centers. (N) Ap 


Growing federal investment in better health. (Rogers) Ap 16-66 
= Ey on accreditation of nurse training programs. (N) 
4 - 

Health manpower: AAR. (McNulty) Ap 1-83 

Health personnel training funds allocated. (N) D 16-18 

Hill-Burton at 20. (Graning) Mr 1-43; correction. Ap 16-123 

an aye and legislation. (Ed) D 1-41 

Mental health grants total $57 million in first year. (N) S 1-112 

Modernization needs. (Ed) Ap 16-57 

~—, —_— regulations include psychiatric units. (N) O 

Office of Economic Opportunity sponsors two community proj- 
ects to develop model medical care programs. (N) Ja 16-125 

President calls for reorganization of HEW. (N) Je 1-132 

Research laboratory funds. (SFH) F 16-41 

Three named to serve on Federal Hospital Council. (N) O 1-118 

Two hospitals receive first P.L.89-239 training grants. (N) O 


16-161 
Work of two decades surveyed by Hill-Burton. Ag 1-50 
FINANCIAL MANAGEMENT 
See also: Fund raising; Income for hospital services 
Budget preparation: the purchasing agent’s role. (Mix) S 1-84 
Continuing cost crisis. (Somers) Je 16-44 
8 per cent bond promoters make brief reappearance. (N) S 


16- 
Federal funds for construction. (SFH) O 1-40 
Financial management: AAR. (Mueller) Ap 1-73 
a lays groundwork for loan fund program. (N) Ag 


16-1 
Of hospitals, church, and state. (L) (Bernstein) O 1-112 
Outsider’s view of the flaws in the health care economy. 
(Greenberg) Ag 16-59 
Public’s search for a health care ‘champion.’ (Sibery) Jl 16-75 
FIRE PREVENTION AND CONTROL 
Bomb scare at hospital triggers evacuation of 78. (N) Ja 16-124 
aa ——— by Southern California fire evacuate 700. 
New National Fire Protection Association publications on fire 
extinguishers and hazardous chemicals. (DN) D 1-104 
Treated cleaning utensils in areas where oxygen is used or 
stored. (SFH) Jl 16-52 
FLOORS 
Bactericidal effectiveness of floor cleaning methods in a hos- 
pital environment. (Gable) F 16-107 
Microbiological effects of carpeting on the hospital environment. 
(Shaffer & Key) N 16-126 
Pennsylvania study on economics of carpeting and resilient 
flooring. (DN) N 1-100 
Restoring conductivity. (SFH) Ap 1-26 
Selection of floor machines. (Hunt) S 16-168 
Foods and food service. See: Dietary department 
FORMULA ROOMS 
Commercial infant formulas gaining favor, AHA study shows. 
(Stone) Mr 1-55 
FUND RAISING 
See also: Financial management 
How much should fund raising cost? (Estill) N 16-65 
How to succeed in hospital development. (Slottow) J1 16-83 
Photograph dramatizes hospital bed shortages: Indianapolis. 
(O&I) My 1-28 
FURNITURE : 
Carpenter builds chair for nuclear test. (O&I) Ag 1-40 
Choosing seating for hospital patients. (Keegan) O 1-72 
Reclining chairs used for b!oud donors. (O&I) Ag 16-40 


G 


GERIATRIC CARE 
See also: Chronic illness care; Medicare; Nursing homes 
Aged account for increase in admissions, Health Information 
Foundation finds. (N) S 16-202 
Hospital-based program of specialized care for the aged. (Fur- 
stenberg) S 1-61 
Over-65 admissions rate shows slight decline. (N) J1_16-218 
Over-65 patients increase at steady pace in Chicago. (N) N 1-117 
VA initiates new venture, opens 2000 nursing beds. (N) O 1-124 
Widening interest in gerontology evidenced at international 
meeting: Vienna. (Nassau) N 1-77 
GOVERNING BOARD 
AHA to confer two trustees awards. My 16-68 
Hospital trusteeship: AAR. (Cardwell) Ap 1-103 
ae ery with a hospital trustee—Nathan J. Stark. (Hague) 
a - 


H 


HEALTH EDUCATION 
New focus on the hospital as a health education center. (de la 
Vega) Jl 16-78 
Patient education program answers many unanswered questions. 
(Alt) N 16-76 
HEALTH INSURANCE 
See also: Blue Cross 
Blue Cross Association, Aetna, Travelers named hospital inter- 
mediaries for Medicare, (N) F 1-152 
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Insurance industry eyes home care as cost reducer. (N) Ja 
16-126 


Marion Folsom calls for compulsory insurance plan. (N) D 1-114 
New York insurer seeks to become hospital owner: Health In- 
surance Plan of Greater New York. (N) Mr 16-131 
Prepayment and reimbursement: AAR. (Stagl) Ap 1-131 
Two over-65 insurance plans will close in mid-1966. (N) Ja 
16-125 
Hill-Burton program. See: Federal health and welfare programs 


HISTORY é 
Work of two decades surveyed by Hill-Burton. Ag 1-50 


HOME CARE 
Duke forum on health affairs focuses on the hospital patient 
outside the hospital. (N) Jl 16-213 
Health aides add new dimension to home care program. (Grant) 
D 1-63 ’ j . 
Home care: the patient’s point of view. (Lenzer) N 1-64 
Home care training centers assist Medicare preparations. (N) 
F 1-156 / 
Home visits help prepare preschoolers for hospital experience. 
(Geis & Rochon) F 16-83 ‘ t 
Hospital’s home care program widened service, created new 
beds. (Ancker) O 1-74 
Insurance,.industry eyes home care as cost reducer. (N) Ja 
16-126 
HOSPITAL ADMINISTRATIVE SERVICES 
AHA gets Kellogg grant to expand HAS program. (N) F 1-159 
Duke Endowment to finance HAS, Professional Activity Study 
participation. (N) Ag 16-123 ; : 
Regional data on meal cost components in HAS hospitals: 1st 
quarter 1966. (DN) O 1-9 
Using HAS reports. (SFH) J1 1-28 
HOSPITAL AND HEALTH FACILITIES 
See also: Affiliations; Bed needs; Home care; Planning; Utiliza- 
tion 
Classifying hospitals. (SFH) O 1-34 rk 
8 per cent bond promoters make brief reappearance. (N) S 
16-204 
First step in a long planning process—three hospitals merge to 
create new medical center: Wilmington, Del. (special report) 
(McKillop) F 16-21 we ‘ ; : 
Inadequacy of New York City facilities told in hospital council 
report. (N) Mr 16-17 
Merger, satellites advised to meet D.C. area needs. (N) N 16-165 
Modernization needs. (Ed) Ap 16-57 a4 ¢ 
Planning and construction issue: special care facilities. (special 
issue) F 1 
Sisters J 5 closing of obsolete hospital: St. Francis Hos- 
pital, New York City. (N) D 1-114 
16 Brooklyn hospitals deemed obsolete. (N) Ag 16-124 ; 
Small proprietary hospital closes its doors. (Friedman & Weiner) 
Ag 16-46 


Hospital-based physicians. See: Medical specialists 

HOSPITAL RESEARCH AND EDUCATIONAL TRUST 
AHA gets Kellogg grant to expand HAS program. (N) F 1-159 
HRET establishes two more educational centers. (N) Ap 1-188 
HRET introduces research journal. (N) J1 16-19 
HRET names first project fellow. (N) Jl 16-215 


HOUSEKEEPING 
See also: Floors 
sr - amen program for executive housekeepers. (DN) Ag 
e 


Computing staffing needs. (SFH) F 1-27 

Coordinated program for pest control. (Koren) O 16-132 

Housekeeping procedures given in hospital infection manual. 
(DN) Je 1-109 i 

How California hospitals are improving housekeeping produc- 
tivity. (Edgecumbe & Buck) J] 16-144 

How housekeeping services were improved in a long-term unit. 
(Markowitz) Ag 16-107 ; 

Inservice education oriented to asepsis. (Hooper) Ag 1-88 

Making housekeeping man-hours count: training program and 
staffing policies. (Mannhalter & Silman) D 16-82 

Microbiologist equates dust control with control of microorgan- 
isms. (DN) Jl 1-71 

New AHA housekeeping manual tells how to manage and how 
to clean. (DN) O 1-104 , 

Six "actors that can increase housekeeping productivity. (Sol- 
worth) My 16-105 . 

~— years’ experience with a central vacuum system. (Chase) 

16-97 

What keeps housekeeping employees on the job? (Ham & 
others) Je 16-104 

Who keeps the kitchen clean? (Blaker) Ag 16-97 


Human rights. See: Civil rights 


IDENTIFICATION SYSTEMS 
Tightening the loopholes in newborn identification. (Gleason) 
Ag 1-60; (Ed) Ag 1-45 
Immunity, Charitable. See: Law and liability 
INCOME FOR HOSPITAL SERVICES 
Billing for cardiography. (SFH) Je 16-32 
Blue Cross, Washington, D.C., hospitals reach accord on reim- 
bursement formula. (N) O 1-17 
California submits Title XIX reimbursement formula to HEW 
for approval. (N) Ap 16-122 
Congressional committee amends extended care reimbursement 
provisions. (N) N 1-17 
Court rules in favor of hospitals in Blue Cross contract dis- 
pute: Massachusetts. (N) Ag 1-118 
Massachusetts hospitals feel strain of Medicare reimbursement 
delays. (N) O 1-17 ; 
Medicare reimbursement: outpatient services. (SFH) Je 16-30 
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Prepayment and reimbursement: AAR. (Stagl) Ap 1-131 _ 

Principles gis reimbursement published in Federal Register. 
(N) Je 16- 

Reimbursement under Medicare. (special report) My 16-18 


INDIGENT CARE 


Basic wrongs and basic rights in health care. (Rogatz) N 1-43 
California responds to Title XIX. (special report) Ja 1-25; sub- 
mits reimbursement formula for approval. (N) Ap 16-122 
i 7 setting results in Massachusetts hearings. (N) 
af - 

Office of Economic Opportunity sponsors two community proj- 
ects to develop model medical care programs. (N) Ja 16-125 
Two New York hospitals launch free care project. (N) Ag 16-123 
Welfare rolls account for one-third of care in New York. (N) 

Ap 1-186 
Industrial engineering. See: Methods improvement 


INFECTION CONTROL 


Applying concepts of epidemiology to hospital infection control. 
(special report) (Balsley) Jl 1-21 

‘At risk’ hospital personnel singled out by smallpox and tetanus 
survey. (Sidel & Bonanno) Ag 16-54; (Ed) Ag 16-45 

Bactericidal effectiveness of floor cleaning methods in a hos- 
pital environment. (Gable) F 16-107 

Color is the key to sepsis control in Cincinnati burn center. 
(MacMillan) F 1-97 

Effect of disposables on prevention and control of infection. 
(Gray) O 1-68 

Emergency disinfection of operating room and patient ward 
with beta-propiolactone. (Barbeito) Mr 16-100 

Environmental sanitation: AAR. (Uyeda) Ap 1-57 

Evaluating detergent-germicides for hospital use. (Mizuno & 
Pryor) Ja 16-88 

Food and Drug Administration investigating supply of hypo- 
dermic needles feared contaminated. (N) Ja 16-17; needles 
recalled. (N) F 16-19 

Hepatitis seen as work hazard in medical staff. (DN) S 1-68 

Hospital employees inadequately protected against smallpox, 
AHA survey shows. (DN) Ag 16-57 ‘ 

Hot-water laundering aids infection control. (DN) Mr 1-86 

Housekeeping procedures given in hospital infection manual. 
(DN) Je 1-109 

- ¥ ee are infection control committees? (Berger) 

Hyperbaric oxygen may stimulate aerobiosis. (DN) N 16-100 

— modern concepts of isolation care. (Briggs) My 


Infection control committee monitors product quality. (Walter 
& Michlowitz) O 1-63 

Infection source noted in inhalation equipment. (DN) S 1-68 

Laminar air flow tested in operating room of New Mexico hes- 
pital. (DN) D 1-103 

+: °° oo in control of hospital infections. (Hayt) 

‘Microbial numbers game’ in hospitals discussed by environ- 
mental senitarians. (DN) Ja 1-74 

Microbiological effects of carpeting on the hospital environ- 
ment, (Shaffer & Key) N 16-126 

Microbiologist equates dust control with control of micro- 
organisms. (DN) Jl 1-71 

New warning for hospitals: danger of malaria to personnel and 
medical staff. (Ed) Je 16-43 

ae laundry improves bacteria control. (Wagner) N 

Recent outbreaks of salmonellosis point to need for continuing 
caution. (DN) S 1-87 

Resterilization frequency. (SFH) O 1-39 

Revised reporting system adds new efficiency to infection con- 
trol. (Freeman) My 16-71 

ee outbreak traced to carmine powder dye. (N) O 

| aes plastic bags for infected linens. (Johnson) 

INHALATION THERAPY 


Guiding principles for the operation of a hospital inhalation 
therapy service: AHA. Jl 16-207 
Infection source noted in inhalation equipment. (DN) S 1-68 
Inhalation therapy service. (Ed) O 1-49 
Medical gas users urged to update connections. (DN) Ag 16-93 
Oxygen supply. (SFH) D 16-32 
INSURANCE 
See also: Blue Cross; Health insurance 
AHA’s proposed insurance plan. F 1-162 
Business side of hospitals. (L) (Bernstein) S 1-104 
Integration. See: Civil rights 


INTENSIVE CARE 


Color is the key to sepsis control in Cincinnati burn center. 
(MacMillan) F 1-97 


a for designing an artificial kidney center. (Johanson) 


Details are critical in intensive care unit design. (Rourke & 
others) My 1-81 
~— nursing station dominates intensive care unit. F 


Guidelines for the design and operation of a coronary care 
unit. (Corday & Littauer) F 1-77 

Intensive care unit. (Griffith; Jacobs) (C) Ja 1-34 

More authority sought for coronary care nurse. (DN) Jl 16-118 

a center conducts pilot research program. F 


ae | coronary unit can be doubled in size when needed. F 
Specialized care for premature and high-risk infants. (Hervada 


& Hartnett) O 1-54 
baw." a becomes coronary care unit. (Downer & others) F 


INTERNS AND RESIDENTS 


Family living on the hospital campus. (DN) F 16-70 
Internship study planned for New Jersey hospitals. (N) Je 1-131 
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Medicare reimbursement: outpatient services. (SFH) Je 16-30 

‘Revolution’ in graduate medical education recommended by 
AMA-ssponsored group. (N) O 1-120 

Service patients. (SFH) Ag 16-37 

Surgical assistants. (SFH) O 16-52 

Teaching affiliation aids in obtaining interns. (N) Jl 16-219 


INVENTORIES 


Computer provides instant updating of perpetual (food) in- 
ventory at Missouri medical center. (DN) Ap 1-15 
Mechanized system for control of fixed assets. (Slama) O 16-91 


K 


Kidney centers. See: Renal dialysis 
KOREA 
Hospitals aid Korean health program. (Rusk) Ag 16-52 


LABORATORIES, CLINICAL 


. Chicago Hospital Council develops laboratory time standards. 
(N) Jl 16-215 

HEW announces conditions for independent laboratory cover- 
age: Medicare. (N) = 1-156 ; 

Hospital PKU screening laboratory serves 65 hospitals. (Cooper) 
Ja 16-69; (correction) Je 1-38 

Inbuilt — factor is essential in laboratory planning. (Block) 
My 1-103 

Justice Department charges pathologists with monopoly, re- 
straint of trade. (N) Ag 1-11 

— _ eliminates small slips for laboratory reports. (DN) 
e 16- 

Reducing toxic hazards in the laboratory. (Park) S 16-142 


LAUNDRY AND LINEN 


Building an effective training program for laundry employees. 
(Goodman) Ag 16-94 — 

Hot-water laundering aids infection control. (DN) Mr 1-86 

— _— system lowers usage and pilferage. (Anderson) 


Man-minute computations form the basis for new staffing meth- 
odology: linen production methods analyzed in the laundry. 
(Bartscht & others) Mr 16-107 


Partitioned laundry improves bacteria control. (Wagner) N 16- 


148 
Right facts for the right manager. (Green) S 16-72 
Silver nitrate stains removed with formula. (DN) N 1-99 
Two processes announced for improving fabrics. (DN) D 16-106 
= = plastic bags for infected linens. (Johnson) 
= sheepskins tested in Philadelphia hospitals. (O&I) Ja 


LAW AND LIABILITY 

See also: Consent, Legal 

American Association of Blood Banks ‘disappointed’ in recent 
Federal Trade Commission ruling. (N) D 1-116 | 

Appointment to hospital medical staff. (L) (Bernstein) N 1-108 

Blues on trial. (L) Ag 1-108 

Business side of hospitals. (L) (Bernstein) S 1-104 

Civil rights cases. (L) Ja 1-89 

Civil rights litigation. (L) (Bernstein) D 1-107 

Civil rights suit filed against southern hospital. (N) O 1-118 

Collection problems. (L) My 1-144 

Contracts must be honored: pathologist sued by VA. (L) 
(Bernstein) D 1-106 ; 

Court rules in favor of hospitals in Blue Cross contract dispute: 
Massachusetts. (N) Ag 1-118 

Dangerous drugs: costly to all. (L) (Bernstein) D 1-106 

Dangerous drugs on trial. (L) (Bernstein) S 1-104 

Developments in hospital liability. (L) My 1-142 

Doctor’s use of hospital is a privilege. (L) Ap 1-168 

Drug distribution system makes gains in legal tangle. D 16-102 

Federal Trade Commission issues final order ruling blood bank, 
hospital association in restraint of trade. (N) N 16-164 : 

Greater legal responsibilities for hospitals predicted at medical 
malpractice institute. (N) Je 16-120 

Hospital law: AAR, (Bernstein) Ap 1-99. 

Hospital liability bill defeated in Virginia. (N) Ap 1-184 

Hospital, 2 physicians, and pharmaceutical company sued for $3 
— Lutheran General Hospital, Park Ridge, Ill. (N) F 

Hospitals and the changing legal climate. (Terenzic) D 1-50 

Hospital’s liability for injuries on its premises. (Evans) J] 1-43 

ayy eae to liability: North Dakota and Texas. (L) 

Judicial solutions to hospital problems. (L) Je 1-120 

Justice Department charges pathologists with monopoly, re- 
straint of trade. (N) Ag 1-113 F 

—_, — in control of hospital infections. (Hayt) 


Medical student sues for promotion. (L) (Bernstein) D 1-106 

Membership in professional societies. (L) Mr 1-92 

Mother sues Pontiac (Mich.) Osteopathic Hospital in death of 
child. (N) Ja 1-21 3 

Nevada court upholds AHA in Blue Cross service mark in- 
fringement suit. (N) My 1-17 

Nonstaff physicians’ orders. (SFH) N 1-32 

Notation of patient’s race not improper. (N) D 1-117 

Of hospitals, church, and state. (L) (Bernstein) O 1-112 

Parents of kidnapped child sue hospital for $1 million. (N) Ap 


-186 
Patient’s chart: an open book? (L) Ja 1-90 


Physicians blame nurses. (L) J1 16-188 
Reduction of jury awards. (L) Ja 1-90 
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Sources of hospital liability. (L) (Bernstein) O 1-111 
25 states have mandatory PKU infant screening laws. (DN) 


Ja 16-70 7 . ‘ 
U.S. Supreme Court holds hospital panpetetate for quality of 


patient care: Charleston, Ill. (N) Ap 
Why are hospitals sued? (L) F 1-138 
Workmen’s compensation claims. (L) Ap 1-169 
LIBRARY SERVICE 
Five libraries share resources via teletype. (N) Ap 16-123 
Linen. See: Laundry and linen 
Long-term care. See: Chronic illness care; Geriatric care; Home 
care; Medicare; Nursing homes; Rehabilitation 


M 


Maintenance service. See: Engineering 
MANPOWER DEVELOPMENT AND TRAINING ACT 


Experiment in retraining unemployed men for practical nursing 
careers. (Peimer & others) O 16-87 
= programs will help fill manpower gap. (Weimer) Je 


a 


Manpower, Health. See: Careers; Manpower Development and 
Training Act; Personnel 


Maternity care. See: Obstetric care 


MEDICAL CARE 
Basic wrongs and basic rights in health care. (Rogatz) N 1-43 
Broadening the scope of voluntary health care through coopera- 
tive action. (Bonnet) Ap 16-63 
— within hospitals’ focus on specific disease areas. S 


Means of measuring quality of medical care sought by social 
scientists at symposium. (N) Ja 1-94 

Medical applications of electronics aid patients and physicians. 
Norman) My 1-125 

Medical care appraisal: AAR. (Williams) 3 1-105 

Quality of care audits: foundation for a health care continuum. 
(Evans) Je 1-75 

Quantitative measurement of patient care quality. (Ellwood) 
D 1-42; D 16-59 


MEDICAL CENTERS 


Chicago hospitals join to form new medical center. (N) Je 1-133 

Expandable tower centralizes clinical facilities of medical cen- 
ter: Memphis. (Bradley & Johnson) N 1-46 

First step in a long power 4 ——- hospitals merge to 
create new medical center: Wilmington, Del. (special report) 
(McKillop) F 16-21 

Mayor fires 1109 in Jersey City Medical Center cut-back. (N) Ja 
16-17; State of New Jersey selects three hospitals to house 
N. J. College of Medicine and Dentistry. (N) F 1-17; (C) 
(Whelan) Ap 16-36 

— hospital as a community health resource. (Knowles) 


. 


MEDICAL EDUCATION 
See also: Interns and residents 


Education an¢ training: AAR. (Goulet) Ap 1-47 
Medical stuc_nt sues for promotion. (L) (Bernstein) D 1-106 


MEDICAL RECORDS 


Central dictation system promotes complete and legible medi- 
cal records. (Toussaint) Ja 1-44 

Dietary information. (SFH) D 1-28 

Disease classification. (SFH) Jl 1-28 

Duke Endowment to finance HAS, Professional Activity Study 
Participation. (N) Ag 16-123 

ye my * ated collecting data on discharged patients. (Sirken) 

ICD and ICDA differences. (SFH) Mr 1-23 

—o 7 eliminates small slips for laboratory reports. (DN) 

Medical record correspondence course. (SFH) Ag 16- 

Medical record forms. (SFH) S 16-51 ils 

Medical records: AAR. (Laird) Ap 1-109 

Medical records: time allowance for completion. (SFH) Je 1-16 

Notation of patient’s race not improper. (N) D 1-117 

Patient's chart: an open book? (L) Ja 1-90 

Portable unit houses medical records department. (O&I) Mr 1-30 

Pea ts medical record data for computer processing. (Yoder) 

Progress sheet signatures. (SFH) My 1-34 

ae nie . "nd not improper, says Public Health Service. 

Reorganization raises output of medical transcri - 
ment. (Whisnant) N 16-103 ree ee 
_ (electroencephalograph) tracing records. (SFH) F 


Retention of records. (SFH) Jl 16-43 

Revised reporting system adds new efficiency to infection con- 
trol. (Freeman) My 16-71 

Short-form medical record. (SFH) F 16-41 

Transfer procedure. (SFH) D 16-36 

Use of rubber name stamp. (SFH) Ap 1-26 

—— 4 system spurs completion of medical records. (Clark) 


Workshops influence hospitals’ ‘ 
ter) Jl 16-82 spitals’ use of ICDA system. (von Rich 


MEDICAL SPECIALISTS 


AMA’s separate billing resolution overruled by Board of Trus- 
tees. (N) S 1-21 

Billing for cardiography. (SFH) Je 16-32 

Compensation of specialists: AHA’s position. (SFH) S 1-38 

Contracts must be honored: pathologist sued by VA. (L) 
(Bernstein) D 1-106 ‘ 

Emergency service emerging ‘as specialty. (N) Jl 1-92 
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Firm stand against government urged by president of pathol- 
ogy group. (N) O 16-161 

Hospital-pathologist services. (SFH) S 16-48 : ; 

Hospitals, physician-specialists responsible for Medicare reim- 
bursement arrangements. (N) F 1-15 f 

Justice Department charges pathologists with monopoly, re- 
straint of trade. (N) Ag 1-113 Pig , 

Many radiologists to begin own billing, American College of 
Radiology reports. (N) J1 1-89 a 

SSA okays optional billing for hospital physicians. (N) My 16- 
123 


Separate billing adopted by half of nation’s radiologists, Ameri- 
can College of Radiology claims. (N) N 1-117 m4 

Stress on hospital-physician relations seen as one of Medi- 
care’s many implications: Tri-State Assembly. (N) Je 16-113 

Tennessee Hospital Association acts to oppose hospital-specialist 
lease arrangements. (N) Ap 1-185 


MEDICAL STAFF 


See also: Interns and residents; Medical specialists 

AMA, HEW, hospitals are criticized as National Medical Associa- 
tion meets. (N) S 1-112 

Appointment to hospital medical staff. (L) (Bernstein) N 1-108 

Choosing qualified chiefs of service by an appointive-elective 
system. (Clark) Ag 1-80 

Courtesy calendar gives dates for doctors. (O&I) Je 16-36 

Doctor’s use of hospital is a privilege. (L) Ap 1-168 

1500 physicians stage walk-out in New York City. (N) Jl 16-19 

Index for physicians’ secretaries. (O&I) S 16-66 

Membership in professional societies. (L) Mr 1-92. 

What’s wrong with the nurse-physician relationship in today’s 
hospitals? A physician’s view. (Pellegrino); A nurse’s view. 
(Dake) D 16-70 : 

World physician-to-population ratio: one to 3000. (DN) N 16-67 


MEDICARE 


AHA hosts Medicare meeting to promote closer hospital-indus- 
try cooperation. (N) N 16-164 

AHA Midyear Conference focuses on Medicare. (N) Mr 1-107 

AHA offers all hospitals Medicare compliance aid. (N) Je 1-132 

AHA staff toured nation to school hospitals in Medicare regula- 
tions. (N) Ag 1-119 

AHA studies initial impact of Medicare. (N) S 1-21 

AMA agenda all-encompassing, but Medicare dominates debate. 
(special report) J1 16-29 

Admissions normal at Medicare start: HEW. (N) J1 16-19 

Approaching Medicare deadline ‘in the air’ at Midwest Hospital 
Association meeting. (N) Je 1-133 

= planning: tool for orderly development. (Paley) Je 


Base line for measuring changes in admissions under Medicare. 
(Stone) Je 1-23 

Billing for cardiography. (SFH) Je 16-32 

Blue Cross Association, Aetna, Travelers named hospital inter- 
mediaries for Medicare. (N) F 1-15: 

Blue Cross Association devotes annual meeting to Medicare. 

¢ (N) Je 1-131 : 

California responds to Title XIX. (special report) Ja 1-25; sub- 
mits reimbursement formula for Approval. (N) Ap 16-122 

Clinic managers assess challenge of Medicare at annual con- 
ference. (N) O 16-163 

Coming impact of Medicare. (.ymp) Mr 16-51 

Computer-gram alerts members to Medicare. (O&I) S 16-66 

Congressional committee amends extended care reimbursement 
provisions. (N) N 1-17 i 

Cooperation in implementing Medicare’s Title XIX urged at 
AMA conference. (N) F_16-125 : 

ae ye perspectives in Medicare implementation. (Cartmill) 


1-35 
Dr. Bonnet calls for energy, courage, wisdom at Western hospi- 
tals meeting. (N) Je 1-129 
Eight basic questions for states establishing programs under 
Title XIX. (Tollen) My 16-63; (Ed) My 16-57 
* 9 sign up for Medicare medical insurance. (N) Ja 16- 


Federal agencies ‘tool up’ for Title XIX of Medicare. (Winston) 
16-58; (Ed) My 16-57 

HEW announces conditions for independent laboratory coverage. 
my) My 1-156 4 

HEW announces conditions of participation for extended care 
facilities. (N) Ap 1-17 

HEW approves New York, five other Title 19 plans. (N) D 16-120 

HEW cooperation pledged to nursing homes in seeking reim- 
bursement revisions. (N) Ag 16-123 

HEW finds 5511 hospitals in compliance with Title VI. (N) Jl 


1-96 

Health field outlook on eve of Medicare assessed at Upper Mid- 
west Assembly. (N) Jl 1-90 

— — training centers assist Medicare preparations. (N) 

Hospital-pathologist services. (SFH) S 16-48 

Hospitals, physician-specialists responsible for Medicare reim- 
bursement arrangements. (N) F 1-153 

Implementation of Medicare in the smaller institution. (Botts) 


Je 1-46 
= Title 19 program receives federal approval. (N) O 


Last-minute look at Medicare at AHA special session. Je 16-18e 

‘Likelihoods’ in implementing legislation discussed at meeting 
of Ohio hospitals. (N) My 1-155 

Massachusetts hospitals feel strain of Medicare reimbursement 
delays. (N) O 1-17 

Medicare and problems of future highlight New England Hos- 
pital Assembly. (N) My 1-152 | 

Medicare conditions of participation released; hospitals urged 
to file eligibility form. (N) F 16-122 

Mont tae intermediary named for Southeastern Pennsylvania. 

‘Medicare: milestone or millstone?’—No consensus at Southeast- 
ern Conference. (N) Je 16-116 

Medicare officials clarify provisions for utilization review, spe- 
cialist services. Ja 1-28 

Medicare Part B contractors named; Blue Shield to serve 59 
per cent of recipients. (N) Mr 1-19 

Medicare reimbursement: outpatient services. (SFH) Je 16-30 
edicare: the first 31 days. (Stone) N 1-19 
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Medicare trouble spots pinpointed at Summer Conference of 
Allied Hospital Association Executives. (N) S 1-114 

Nursing home administrators look ahead to prospects, problems 
of Title 19. (N) D 1-115 . 

Organizing community health services for the aged. (Clark) Ja 


16-52 

Outpatient fees dropped to introduce Title XIX: Mount Sinai 
Hospital, New York City. (N) J1 1-89 : 

a nye of reimbursement published in Federal Register. (N) 
e - 

Promise of Medicare may be unrealized on July 1, Alabama 
Hospital Association warns public. (N) My 16-122 

Protecting care quality, finding manpower seen as highest 
hurdles in Medicare era: American Public Health Association 
in San Francisco. (N) D 16-121 

Quality of care audits: foundation for a health care continuum. 
(Evans) Je 1-75 

Reimbursement under Medicare. (special report) My 16-18 

Roche Laboratories announces details of Medicare reimburse- 
ment plan. (N) D 16-17 

—, a hospitals sign first Medicare agreements. (N) Ap 


-123 
Pan Title 6 guidelines for extended care facilities. (N) 


SSA names extended care intermediaries. (N) S 16-206 
SSA names six to speak for independent insurers. (N) O 1-119 
—_ okays optional billing for hospital physicians. (N) My 16- 


3 

SSA publishes final Medicare regulations. (N) D 16-125 

Social work directors assess Medicare role at society’s first 
annual meeting. (N) Ag 1-115 

Standards for dietary services in extended care facilities. 
(Smith) Je 1-101 

Stress on hospital-physician relations seen as one of Medicare's 
many implications: Tri-State Assembly. (N) Je 16-113 

Teen-age journalists learn about Medicare. (O&I) N 1-26 

Time of change. (Ed) Je 1-45 

What an extended care facility is not. (Binder) S 1-65 

Will smaller hospital accounting adequately account to Medi- 
care? (Riggs) Je 1-89 

Mental health. See: Psychiatric care 


MENTAL RETARDATION 
Hospital PKU screening laboratory serves 65 hospitals. (Cooper 
Ja 16-69; (correction) Je 1-38 2 * , _ 
Maryland hospitals detect 11 cases of PKU through newborn 
screening. (N) F 1-17 
25 =" have mandatory PKU infant screening laws. (DN) Ja 


Volunteers in a new land. (Clark) My 16-72 
Mergers. See: Hospital and health facilities 


METHODIST HOSPITALS 
Methodist hospitals, homes to be certified. (N) Mr 16-128 


METHODS IMPROVEMENT 
AHA conducts comparative nursing study for over-65, under-65 
ei frowns. Mi ) h = 1d 
icago Hospi ouncil develops laboratory ti i 
aN), a 16215. : Pp y time standards 
ective use o ospital dietary labor resources. 
“_bonaldson) si 16a y ces. (Ostenso & 
ow California hospitals are improving housekeepin ro- 
ductivity. (Edgecumbe & Buck) Jl 16-144 ee 
Man-minute computations form the basis for new staffing meth- 
odology. (Bartscht & Rothenbuhler) Mr 16-62; time analyzed 
for alternative food flow systems. (Bartscht & others) Mr 16- 
88; range of required skills detailed in study of the pharmacy 
function. (Bartscht & others) Mr_ 16-94; linen production 
—- analyzed in the laundry. (Bartscht & others) Mr 16- 


New approach to the analysis of nursing activities. (Jelinek) 
Setting goals for an automated information system. (Howell) 
Six factors that can increase housekeepi ivity. - 
worth) My. 16-10 eping productivity. (Sol 
“— — Program (TAP) pinpoints staffing needs. (Verzi) 
Work sampling at reduced cost. (Parks) Jl 1-51 
Milk rooms. See: Formula rooms 


MINIMAL CARE 
Barnes Hospital’s Queeny Tower receives $1,079,500 - 
ment, (N) Je 16-17 d ees coh anian 
Ser ee aoe as “——— outpost. (N) S 1-114 
iment in minimal care. ur t Mi -72; 
Mr 1-50; Mr 16-70 ( avant & Mickey) F 16-72; 
a ee hospital: Queeny Tower, Barnes Hospital, St. Louis. 
MUNCHAUSEN’S SYNDROME 


Michigan hospitals report phon ti : Mi i 
fe tee Pp phoney patient: Michael Conti. (N) 


N 


Need of hospital beds. See: Bed needs 
Needles. See: Syringes and needles 
NOISE 
‘Quiet’ campaign aims to decrease decibels. (O&I) N 16-48 


NURSERIES 

See also: Formula rooms; Pediatric care 

Comments on the American Academy of Pediatrics’ manual 
titled Standards and Recommendations for Hospital Care of 
Newborn Infants: AHA statement. F 1-161 

Maryland hospitals detect 11 cases of PKU through newborn 
screening. (N) F 1-17 | 

Pee kidnapped child sue hospital for $1 million. (N) 

p - 
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Specialized care for prernature and high-risk infants. (Hervada 
& Hartnett) O 1-54 5 ; : 
Tightening the loopholes in newborn identification. (Gleason) 
Ag 1-60; (Ed) Ag 1-45 
What is a boarder? (SFH) My 16-27 
NURSING EDUCATION 
American College of Surgeons urges continuance of diploma 
schools of nursing. (N) D 16-120 
Education and training: AAR. (Goulet) Ap 1-47 : 
Experiment in retraining unemployed men for practical nursing 
careers. (Peimer & others) O 16-87 mt 
= Ferg on accreditation of nurse training programs. (N) 


Health aides add new dimension to home care program. 

(Grant) D 1-63 ; , 
. Hospitalwide education program updates skills in all jobs. 

(Bachmann) Mr 1-47 r ? 

Initial statement on ANA’s position paper on nursing educa- 
tion: AHA. Jl 16-206 3 

Models illustrate principles of traction. (O&I) Jl 1-30 

‘No obligation’ refresher course for nurses. (O&I) J1 1-30 

ae league to accredit practical nursing schools. (N) Mr 
16-127 ‘ 

Nursing school administrators ask help in keeping diploma 
programs alive. (N) D 16-120 ‘ 

Practical nurse groups oppose ANA statement on nursing edu- 
cation. (N) Mr 1-19 : : i : 

Programmed learning adds new dimensions to nursing curricu- 
lum. (Seedor) S 1-71 e 

Refresher course offered to Maryland’s nurses. (N) N 16-165 

Resolution on nursing education: AHA. J1 16-107 

‘Retired’ nurses return to nursing. (Lesparre) Jl 1-46 ; 

Role and responsibilities of the board of trustees and the chief 
executive officer of a hospital conducting a diploma school of 
nursing: AHA statement. F 1-124 ; 

be aad of Iowa adds graduate nursing program. (N) Ap 


NURSING HOMES 

See also: Chronic illness care; Geriatric care; Medicare 

Accreditation of extended care facilities. (Ed) Ja 16-51 

Bringing the nursing home into the mainstream of medical care. 
(Levey) Ja 1-56 : 

Extended care facilities: AAR. (Beckwith) Ap 1-65 | 

Guidelines suggested for dietary consultants in nursing homes. 
(DN) Jl 1-66 ; : 

Guiding principles for utilization review programs for extended 
care facilities: AHA statement. Ag 1-73 : 
Hospital unites with community’s nursing homes in upgrading 

extended care. (Anderson & Botarelli) Ag 16-63 
1965 American Nursing Home Association survey counts 12,112 
U.S. nursing homes. (N) F 16-123 : 

Planning for dining and serving areas in nursing homes. 
(Knapp) N 16-140 " 
Problems in hospital-nursing home relationships: a teaching 

hospital reports. (Walker & others) Je 16-72 _ 
South Carolina Hospital Association seeks nursing home mem- 
bers. (N) Je 16-119 es 
Standards for dietary services in extended care facilities for 
participation in Medicare. (Smith) Je 1-101 a: 
Transfer agreements between extended care facilities and hos- 
pitals. Ap 16-75 f 
West Virginia hospital to become nursing center. (N) Ap 16-126 
NURSING SERVICE 
See also: Home care; Intensive care; Minimal care 
AHA conducts comparative nursing study for over-65, under-65 
groups. (N) O 16-19 ; 
ANA House of Delegates alters bylaws, adopts national salary 
standard goal. (N) Jl 16-211 ‘ : 
Back savers: devices for lifting and transporting patients. 
(Baldwin) S 16-76 2 i 
Board shows staffing in nursing units. (O&I) S 1-27 
= hospitals, nurses reach interim agreement. (N) Ag 
-17 
California nurse group endorses strike as acceptable bargaining 
technique. (N) S 16-201 
Cyclical scheduling of nursing personnel. (Howell) Ja 16-77 
Emergency disinfection of operating room and patient ward 
th beta-propiolactone. (Barbeito) Mr 16-100 y 
“ Aw — city nurses call in sick, win salary increases. 
) i 
Georgia Hospital Association protests new rules for Georgia 
hospitals. (N) D 1-118 
Georgia nurses cool to union campaign. (N) Ag 16-124 
High cost of replacing a nurse. (Melbin & Taub) O 16-112 
Hospital invites nurses: ‘Come when you can.’ (O&I) Je 16-38 
Implementing a program of cyclical scheduling of nursing per- 
sonnel. (Sr. M. Ann Frances) Jl 16-108 
Implementing modern concepts of isolation care. (Briggs) My 


ee we = 1. nurses return to work in Chicago hospital. 

Mass resignation threat wins wage increases for Chicago city 
nurses. (N) O 1-17 

— - ree make larger nursing units practicable. (Pullen) 

ng - 

NLN issues statement on coordinated nursing care. (N) O 1-119 

New approach to the analysis of nursing activities. (Jelinek) 

New York City nurses win contract dispute with threat of mass 
resignations. (N) Je 16-17; nurses win raises, room rates rise. 
(N) S 16-205 

Nurse shortage forces closing of hospital. (N) Mr 16-129 

Nursing service: AAR. (Purdy) Ap 1-113 

Patient-centered nursing: service clerks. (Patterson) N 1-80 

be quick drug reference for the nurse. (Mahoney) 

6- 

Planning inpatient bathing facilities. (Hunt) N 16-69 

San Francisco Bay Area hospitals get new wage increase 
demands. (N) D 1-17 

Seven-year appraisal of a ward manager system. (McBeth & 
Carpenter) Mr 16-79 

Statement on a hospital employer’s minimum expectations of a 
registered nurse: AHA. J1 16-20 
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er > a Program (TAP) pinpoints staffing needs. (Verzi) 


e : 
Twin City nurses submit ogy (N) D 16-17 : 
Two views on the future role of the practical nurse in the 
hospital. (Sr. Austin; Hale) Je 16-58 : ie y 
What’s wrong with the nurse-physician relationship in, today’s 
hospitals? A physician’s view. (Pellegrino); A nurse’s view. 
(Dake) D 16-70 
Work sampling at reduced cost. (Parks) Jl 1-51 ; 
bir i ek = hio, nurses stage walkout over salary dispute. 
( 16- 


, Oo 


OBSTETRIC CARE 


See also: Formula rooms; Nurseries 

Determining bed needs from occupancy and census figures. 
(Weckwerth) Ja 1-52 : ; 

Housing selected gynecologic patients with obstetric patients. 
Andelman & others) N 1-50 i 

Need every hospital offer an obstetric service? (Rorem & Roth) 
D 16-50 

OB-Gyn mixing halted in New Jersey; Illinois program receives 
approval. (N) O 1-118 s 

Obstetrical suite takes on new dimensions. (McQueen) My 1-93 

Those empty maternity beds. (Ed) D 16-49 . 

Three Eastern states tackle problem of better maternity bed 
utilization. (N) Jl 1-89 ; ; 
Two hospitals, one obstetric service. (Goldberg & Youngquist) 

D 16-53 
Wisconsin relaxes rules on obstetric bed use. (N) Ap 1-184 


Old age. See: Geriatric care; Medicare; Nursing homes 
OUTPATIENT DEPARTMENT 


See also: Emergency care; Home care 
Ary care facilities must reflect future demands. (Price) 


y - 

Hospital-based program of specialized care for the aged. (Furst- 
enberg) S 1-61 

— — hospital opens over-50 ‘stay-well’ clinic. (N) 

Matching design to function of the outpatient department. 
(Burgun) F 1-58 ; 

Mechanized appointment system for outpatient clinics. (Paul- 
son) S 16-80 

Medicare reimbursement. (SFH) Je 16-30 

Outpatient fees dropped to introduce Title XIX: Mount Sinai 
Hospital, New York City. (N) Jl 1-89 

a yy waiting time declining, British study shows. (DN) 
a = 


Reassessing patterns of ambulatory services: smaller health care 
facility. (Fisher & Fisher) Je 1-61 

Study of outpatient department results in more efficient room 
usage. (Frakes) N 16-79 


P 


Paramedical personnel. See: Personnel 
Pathologists. See: Medical specialists 
PATIENT RELATIONS 


Diet counseling by a patient service dietitian. (Sr. Jeannette 
Marie) Ag 1-97 

Gifts for patients hospitalized at Christmas. (O&I) D 16-43 

Greeting card program at Brooklyn hospital. (O&I) O 1-43 

How much do patients know? Information about drugs. Ag 1-86 

‘Operation Tomorrow’—orientation to surgery. (O&I) N 1-26 

Patient education program answers many unanswered ques- 
tions. (Alt) N 16-76 

Patient speaks up. (C) (Atkinson) F 1-45 

‘Quiet’ campaign aims to decrease decibels. (O&I) N 16-48 

Special wing for visiting and meditation. (DN) Ag 16-58 

Teen-age recreation area—an ‘in’ place for the inpatient. (Hun- 
nisett) Jl 16-92 

“Telltale” beep. (Long) (Ed) Ja 1-37 

Volunteers deliver flowers to patients. (O&I) F 16-46 


PEDIATRIC CARE 


See also: Formula rooms; Nurseries 

Chicago receives funds to implement nation’s first child health 
program. (N) O 16-19 

-“<* 2 TV system brings classroom to students. (DN) 
e =, 

Emmy and Pinkie puppets for child patients. (O&I) My 16-45 

Home visits help prepare preschoolers for hospital experience. 
(Geis & Rochon) F 16-83 

Pediatric patients enter publishing field. (DN) My 1-45 

Philately flourishes in Philadelphia hospital. (O&I) Mr 1-30 

Teen-age recreation area—an ‘in’ place for the inpatient. (Hun- 
nisett) Jl 16-92 


PERSONNEL 


See also: Careers; Manpower Development and Training Act; 
Methods improvement; Teaching function; Unions and collec- 
tive bargaining 

ANA House of Delegates alters bylaws, adopts national salary 

_,Standard goal. (N) Jl 16-211 

At risk’ hospital personnel singled out pS yp eg and tetanus 
survey. (Sidel & Bonanno) Ag 16-54; (Ed) Ag 16-45 

Benefits, salaries rise at same rate in Illinois. (N) Je 16-119 

Birthday custom boosts employee morale. (O&I) Ja 16-25 

Car pools, chartered buses come ‘o rescue as hospitals cope 
with N. Y. transit strike. (N) F 1-155 

Computing staffing needs: houseeeping. (SFH) F 1-27 

Cyclical scheduling of nursing personnel. (Howell) Ja 16-77 

Employee turnover highest in-unskilled groups, Chicago hospi- 
tals’ study confirms, (N) F 1-158 


138 





Fingerprinting prospective employees for increased security. 
(Eggers) D 16-57 P 

Four steps in planning staff housing. (Henderson) F 16-67 

Health manpower: AAR. (McNulty) Ap 1-83 

Health manpower: sources of information. (SFH) Jl 16-50 

Health personnel training funds allocated. (N) D_ 16-18 

Hepatitis seen as work hazard in medical staff. (DN) S 1-68 

Hospital and employees benefit from absenteeism control pro- 
gram. (Smith & McClusky) J1 16-89 f 

Hospital employees inadequately protected against smallpox, 
AHA survey shows. (DN) Ag 16-57 E 

Hospital invites nurses: ‘Come when you can.’ (O&I) Je 16-38 

Hospitals alerted to fugitive, drug addict. (N) Ap 16-123 

Implementing a program of cyclical scheduling of nursing per- 
sonnel. (Sr. M. Ann Frances) J1 16-108 : 

Increased salaries imminent in some areas, actual in others, as 
trend continues. (N) N 1-116 

Manpower and legislation. (Ed) D 1-41 

Manpower needs critical in Michigan, Maryland. (N) S 16-19 

Medical corpsmen may be potential manpower source. (N) N 
1-118 

New warning for hospitals: danger of malaria to personnel and 
medical staff. (Ed) Je 16-43 ' ’ 

New York City hospitals operating normally during transit 
strike, aler+ to potential problems. (N) Ja 16-17 , 

New York study charts 10-year change in personnel-patient day 
ratios. (DN) Mr 1-56 

‘No obligation’ refresher course for nurses. (O&I) Jl 1-30 

Nurse shortage forces closing of hospital. (N) Mr 16-129 

Office personnel wear ‘uniforms’ and save money. (Whittaker) 
J1 16-87 

Patient-centered nursing: service clerks. (Patterson) N 1-80 

Personnel: AAR. (Benedict) Ap 1-117 : roe 

Personnel problems hold spotlight at Texas Hospital Association 
meeting. (N) Jl 1-93 ' 

President signs minimum wage bill into law. (N) O 1-18 

Professional applications: physical therapists. (Moore) (C) Ja 
1-29; (C) (Eggers & Breitenbach) Mr 16-42 

Professional expenses: dues and meetings. (C) (Powers) Jl 16- 


‘Retired’ nurses return to nursing. (Lesparre) Jl] 1-46 

Serious shortage of health professionals documented by AHA- 
Public Health Service manpcwer study. (N) D 1-114 

Seven-year appraisal of. a ward manager system. (McBeth & 
Carpenter) Mr 16-79 

Shifting to a seven-day week. (Haase) Mr 1-59 : 

Statement on a hospital employer’s minimum expectations of a 
registered nurse: AHA. J1 16-202 

Statement on hospital immunization programs: AHA. F 1-162 

Strengthening the hospital’s competitive position in the search 
for personnel. (Knight) S 16-91; (C) (Mayer) D 1-36 

10,000 needed monthly to fill health posts. (N) O 16-164 

Turnover costs. (SFH) N 1-41 

Turnover studies. (SFH) O 16-47 

Unemployment benefits to cost $125,125,000, Mr. Wonnacott tells 
Vermont Hospital Association. (N) O 16-165 

Vacation for part-timers. (SFH) Je 1-16 

Wages up 7.7 per cent, Michigan survey shows. (N) O 16-165 

Washington health manpower conference points up many prob- 
lems in meeting needs. (N) Mr 16-124 ; 

What keeps housekeeping employees on the job? (Ham & 
others) Je 16-104 

Why a hospital-based supervisor for construction programs? 
(Neumann) Jl 16-93; (C) (Pierson; Erskine) O 16-62 


Pest control. See: Housekeeping 
PHARMACY 


Community pharmacies have equal shares in community hos- 
pital’s drug service. (Pick) My 16-92 

Communitywide drug reaction reporting program. (DN) F 16-96 

Complying with the drug abuse control amendments of 1965. 
(DN) Mr 1-75 

Control of emergency department :inedications. (Angelides & 
Manzelli) Je 16-98 

Dangerous drugs: costly to all. (L) (Bernstein) D 1-106 

Dangerous drugs on trial. (L) (Bernstein) S 1-104 

—— cabinet, conveyors, speed drug delivery. (DN) Je 

Drug distribution system makes gains in legal tangle. D 16-102 

Drug wholesalers told of changes in hospital pharmacy. (DN) 


S 1-81 

Establishing a full-time pharmacy service in a small hospital. 
(Bjorlin & others) D 1-78 

Federal welfare agency reports on drug purchase problems. 
(DN) Ag 1-86 ; 

Formularies and drug standards in metropolitan hospitals. 
(Muller & Westheimer) Ja 16-97 

— adverse drug reaction reporting program. (Smith) F 

How much do patients know? Information about drugs. Ag 1-86 

How the centralized unit-dose concept works in a community 
hospital. (Freund) S 16-152 

Implementing the decisions of the pharmacy and therapeutics 
committee. (Simon) Ap 16-90 

Man-minute computations form the basis for new staffing meth- 
odology: range of required skills detailed in study of the 
pharmacy function. (Bartscht & others) Mr 16-94 

Nonstaff physicians’ orders. (SFH) N 1-32 

Pharmacists assess new responsibilities under federal health 
care programs: Dallas. (N) Je 16-117 

Pharmacists view medication errors, drug control, and educa- 
tion and career goals. (N) F 1-157 

— AAR. (Burkholder) Ap 1-125; (C) (Trowern) O 16- 


Pharmacy service in the smaller hospital: a survey of 12 Min- 
nesota facilities. (Winship & Kabat) Ag 16-86 

——" quick drug reference for the nurse. (Mahoney) Jl 

Roche Laboratories announces details of Medicare reimburse- 
ment plan. (N) D 16-17 

Successful hospital-wide conversion to the metric system. (Law- 
son) N 16-120 

Texas hospital pharmacists view wider role in planning and 
education. (DN) Jl 1-61 

Using two measuring systems together adds another source of 
error. (Bellafiore) N 16-116 
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PHYSICAL THERAPY 
Criteria for evaluating a clinical educational program in physi- 
cal therapy: hospitals as affiliation centers. (Moore) Je 16-82 
Professional applications: physical therapists. (Moore) (C) Ja 
1-29; (C) (Eggers & Breitenbach) Mr 16-42 
Physician-specialists. See: Medical specialists 
PLANNING 
See also: Construction 
Analysis of food trends and pan: prelude to dietary depart- 
ment design. (Terrell) O 1-92; O 16-142 
Chapel design. (SFH) N 16-36 : 
Easier entrance and safer use: two hospital design goals. 
(Fearn) F 1-103 . 
Equipment lists and suggested iayouts in new Public Health 
Service dietary planning guide. (DN) Ag 16-102 
Expandable tower centralizes clinical facilities of medical cen- 
ter: Memphis. (Bradley & Johnson) N 1- 
Four steps in planning staff housing. (Henderson) F 16-67 
= 3. hospital: Queeny Tower, Barnes Hospital, St. Louis. 


Hospital design: AAR. (Miller) Ap 1-91 
Hospital planning today: papers presented at three-day insti- 


tute for trustees and administrators, St. Charles, Ill. (special * 


issue) My i ‘ 
— within hospitals’ focus on specific disease areas. S 


Implications for patient well-being in hospital design. (Som- 
mer) Ap 16-71 
J oo new standards in structures and equipment. (Lewis) 


Modernization needs. (Ed) Ap 16-57 

Modernization of an urban hospital. (Youens) Jl 1-35 

er and construction issue: special care facilities. (special 
issue 

Planning for dining and serving areas in nursing homes. 
(Knapp) N 16-140 

Planning inpatient bathing facilities. (Hunt) N 16-69 

Portable unit houses medical records department. (O&I) Mr 1-30 

VA’s new automated hospital: Washington, D.C. (Rosenthal) 
Je 16-50; correction. Ag 1-115 


PLANNING, AREAWIDE 
AMA official suggests fewer, larger hospitals. (N) N 16-167 
Areawide planning for health facilities: AAR. (Peters) Ap 1-43 
Areawide planning: tool for orderly development. (Paley) Je 


1-79 

Areawide planning: where it came from, where it’s going. 
(DuBois) D 1-58 

— University offers hospital planning course. (N) N 

Cooperative community action program maps long-term care 
needs. (Lentz) S 16-128 

4 the individual hospital into the regional plan. (Haire) 

y - 

Health planning agencies association announced. (N) Ja 16-124 

Honolulu hospitals project needs, plan for future. (N) Je 16-114 

Mayor’s task force recommends coordinated health care system 
for New York City. (N) Mr 16-127 

Merger, satellites advised to meet D.C. area needs. (N) N 16-165 

Nation needs comprehensive health system: National Commis- 
sion on Community Health Services. (N) My 16-122 

Need —F hospital offer an obstetric service? (Rorem & Roth) 
D 16-5 

ae rey to coordinate Saskatchewan health services. (N) 

p 16-123 

Organizing community health services for the aged. (Clark) Ja 

16-52 


Regional organization of hospital services. (Rosenfeld) My 1-40 

wae o_o implement joint planning effort: Pennsylvania. 
N) - 

16 Brooklyn hospitals deemed obsolete. (N) Ag 16-124 


POWER PLANT 

AHA and standby power. (Ed) Mr 1-33 

Boiler water treatment. (SFH) Ag 1-30 f 

Emergency power system for a 50-year-old medical center: 
Montefiore, New York City. (Zeidenberg) Mr1-70 | 

so x give extra service during emergencies. (DN) 

a - 

Gas industry promotes use of on-site energy. (DN) S 16-150 

Hospital adds power failure drills to emergency practice calen- 
dar. (Harden) O 16-80 

New York code requires emergency generators. (N) Ap 16-126 

New York hospitals fear inflexibility of law requiring auxiliary 
power. (DN) F 1-24 os j 

Northeast blackout in retrospect: a mandate for auxiliary power 
systems. (Haldeman & Lesparre) F 1-2 

ae outer in the future could be gas, electrical, or nuclear. 

Planning for reliable electrical service. (Degen) O 16-137 


Press relations. See: Public relations 


PROGRAMMED LEARNING 
Programmed learning adds new dimensions to nursing curricu- 
lum. (Seedor) S 1-71 


PROPRIETARY HOSPITALS 
oe oe, hospital closes its doors. (Friedman & Weiner) 
g 16-46 


PSYCHIATRIC CARE 

American Psychological Association reports ‘bold new ap- 
proach’ to mental health care. (N) Ag 16-125 

Blue Cross Plans lend support to psychiatric inpatient service. 
(DN) Ja 16-66 

ee available to staff mental health centers. (N) Ap 
6- 

Mental health grants total $57 million in first year. (N) S 1-112 

Milieu therapy program in a psychiatric hospital. (Glasgow & 
others) My 16-79 

ae aia regulations include psychiatric units. (N) O 


New York mental hospitals report census decline. (N) Mr 16-131 
Psychiatric patients in general hospitals. (Person & others) Ja 


DECEMBER 16, 1966, VOL. 40 


PUBLIC HEALTH 
See also: Federal health and welfare programs 
Basic wrongs and basic rights in health care. (Rogatz) N 1-43 
Broadening the scope of voluntary health care through coopera- 
tive action. (Bonnet) *. 16-63 ? 
Duke forum on health airs focuses on the hospital patient 
outside the hospital. (N) J1 16-213 ? 
1500 physicians stage walk-out in New York City. (N) Jl 16-19 
Interview with Surgeon General Stewart. Ap 16-59 
Mayor's task force recommends coordinated health care system 
for New York City. (N) Mr 16-127 , . 
Nation needs comprehensive health system: National Commis- 
sion on Community Health Services. (N) My 16-122 j 
Secretary Gardner approves plan for a reorganized Public 
Health Service. (N) N 1-119 | 
University hospital as a community health resource. (Knowles) 
F 16-62 
PUBLIC RELATIONS ' 
See also: Anniversaries and special occasions; Community and 
the hospital; Open house; Patient relations; Visitors 
‘Building Block’ records construction progress. (O&I) Je 16-36 
Information campaign awakens public to new techniques in 
long-term care. (Mitchel) O 16-96 
Photos depict ‘spirit of the hospital’: Denver contest. Ag 16-51 
Public relations: AAR. (Albert) Ap 1-137 
Public relations: director for 400-bed hospital? (SFH) Jl 1-26 
Public relations—smaller hospital style. (Slabodnick) Ja 1-49 
Teen-age journalists learn about Medicare. (O&I) N 1-26 
PURCHASING 
Broadening scope of purchasing authority. (Harmon) O 16-124 
Budget preparation: the purchasing agent’s role. (Mix) S 1-84 
Conducting a productive sales interview. (Bartos) N 1-87 
Evaluation form helps test product at point of use. (DN) F 16- 


112 

Federal welfare agency reports on drug purchase problems. 
(DN) Ag 1-86 ; 

Food and Drug Administration recalls two devices from hospi- 
tals. (N) N 16-19 

Hospitai items among discontinued standards. (DN) Ag 16-93 

Infection control committee monitors product quality. (Walter & 
Michlowitz) O 1-63 

Is reciprocity good policy? (Adams) Jl 16-154 

Medical gas users urged to update connections. (DN) Ag 16-93 

Purchasing: AAR. (Copeland) Ap 1-143 

Suggestions given for proper uses of purchasing resources. 
(Matiska) D 16-104 

These streamlined ordering systems can cut costs. (Pauley) 

Tips on writing policy. (Matiska) S 16-186 

To bid or to negotiate? (Wilpitz) Ag 1-91 

Unbiased information sources for the purchaser. N 16-146 

What makes a successful food buyer? (Bloch) Jl 1-76 


Racial integration. See: Civil rights 
Radio. See: Communication systems 
RADIOLOGY 
See also: Medical specialists 
American College of Radiology denies need for federal exposure 
recording system. (N) N 1-118 
— decor diverts patients in x-ray therapy area. (DN) Ap 
Carpenter builds chair for nuclear test. (O&I) Ag 1-40 
Efficient layout of the radiology department. (Cadmus) My 1-63 
Federal Trade Commission censures Philadelphia firms purchas- 
ing used hospital x-ray films. (N) Ja 1-21 
RATES 
Courtesy allowances. (SFH) N 16-41 
eo rate setting results in Massachusetts hearings. (N) Mr 
6- 
Nurses win raises, room rates rise. (N) S 16-205 ‘ 
Outpatient fees dropped to introduce Title XIX: Mount Sinai 
Hospital, New York City. (N) Jl 1-89 
Recognitions. See: Awards and recognitions 
Records. See: Medical records 
RECREATION 
Emmy and Pinkie puppets for child patients. (O&I) My 16-45 
Pediatric patients enter publishing field. (DN) My 5 
Philately flourishes in Philadelphia hospital. (O&I) Mr 1-30 
Teen-age recreation area—an ‘in’ place for the inpatient. (Hun- 
nisett) Jl 16-92 
Recruitment. See: Careers; Personnel 
Referral systems. See: Admitting and discharge 
REHABILITATION 
See also: Chronic illness care 
Cooking therapy helps rehabilitate handicapped patients. 
(White) Jl 1-56 
—s rehabilitation into extended care. (Lehman) N 


Independence in eating is part of mealtime therapy at rehabili- 
tation hospital. (DN) F 16-102 
— rehabilitative and acute care fecilities. (Cordes) F 


More and better services needed for the physically disabled: 
smaller health care facility. (Teslow) Je 1-69 
Quantitative measurement of patient care quality. (Ellwood) 
D 1-42; D 16-59 
Vocational rehabilitation service in a general hospital. (Bren- 
nan & Rogatz) Ja 1-63 
Reimbursement. See: Income for hospital services; Indigent care 
RENAL DIALYSIS 
os. for designing an artificial kidney center. (Johanson) 
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Dialysis therapy: a comparison of techniques. (Smith) Ap 16-80 
if peenoaiotyats center conducts pilot research program. F 


1-121 : 
Sodium-restricted diets for dialysis patients. (Bakke & others) 
Mr 1-76 


RESEARCH 
See also: Methods improvement 
HRET introduces research journal. (N) Jl 16-19 
‘Hospitals within hospitals’ focus on specific disease areas. S 1-57 
New hemodialysis center conducts pilot research program. F 

-121 3 

Research laboratory funds. (SFH) F 16-41 — 

Two aoe receive first P.L. 89-239 training grants. (N) O 
16-16 


; Ss 


SAFETY 
See also: Fire prevention and control 
Food and Drug Administration recalls two devices from hospi- 
tals. (N) N 16-19 5 : 4 ; 
Hospital’s liability for injuries on its premises. (Evans) J1 1-43 
Hospital’s obligation toward suicide-prone patients. (Litman & 
Farberow) D 16-64 
McGuire VA Hospital wins AHA safety award. (N) My 16-124 
New warning for hospitals: danger of malaria to personnel and 
medical staff. (Ed) Je 16-43 
Reducing toxic hazards in the laboratory. (Park) S 16-142 
Safety: AAR. (Zem) Ap 1-149 | 
Statement on hospital immunization programs: AHA. F 1-162 
Salary and wage programs. See: Personnel 
Sanitation. See: Housekeeping; Infection control 
Satellite hospitals. See: Branch hospitals 


SECURITY MEASURES 
Fingerprinting prospective employees for increased security. 
(Eggers) D 16-57 
Self care. See: Minimal care 
SHARED SERVICES ; 
See also: Hospital Administrdtive Services 
=e complex to link gleven Midwest hospitals. (N) F 


Expandable tower centralizes clinical facilities of medical cen- 
ter: Memphis. (Bradley & Johnson) N 1-46 

Five libraries share resources via teletype. (N) Ap 16-123 

Hospital PKU screening laboratory serves 65 hospitals. (Cooper) 
Ja 16-69; (correction) Je 1-38 

= computer complex links Minnesota hospitals. (N) Ap 16- 


SMALL COMMUNITY HOSPITALS 
Establishing a full-time pharmacy service in a small hospital. 
(Bjorlin & others) D 1-78 
“5 : + oe and the smaller health care facility. (special 
ssue) Je 
Pharmacy service in the smaller hospital: a survey of 12 Min- 
nesota facilities. (Winship & Kabat) Ag 16-86 
Preventive maintenance for smaller hospitals. (SFH) N 1-36 
Public relations—smaller hospital style. (Slabodnick) Ja 1-49 
Small proprietary hospital closes its doors. (Friedman & 
Weiner) Ag 16-46 
Social security. See: Medicare 
SOCIAL WORK 
Membership in social work society opens. (N) F 16-123 
Social work directors assess Medicare role at society’s first 
annual meeting. (N) Ag 1-115 | 
STAIN REMOVAL i 
Silver nitrate stains—how one hospital is meeting the problem. 


(Craig) N 1-60 
Silver nitrate stains removed with formula. (DN) N 1-99 


Standby lighting and power. See: Pawer plant 
Staphylococcus infection. See: Infection control 
STATE ASSOCIATIONS ; 
South Carolina Hospital Associaticn seeks nursing home mem- 
bers. (N) Je 16-119 i 
State auxiliaries: organization on the state level. (SFH) Jl 1-26 
STATISTICS 


Classifying hospitals. (SFH) O 1-34 
Federal survey collecting data on discharged patients. (Sirken) 


Ag 1-64 
Hospital indicators. Ja 16-21; F 16-27; Mr 16-23; Ap 16-23; My 
oo 16-21; Jl 16-25; Ag 16-21; S 16-27; O 16-25; N 16-25; 
How effective are utilization committees? (Fitzpatrick) S 1-45 
Psychiatric patients in general hospitals. (Person & others) Ja 


16-64 
eo in average cost per patient day set in 1965. ,(N) 
Regienal data on_meal cost components in HAS hospitals: 1st 
quarter 1966. (DN) O 1-97 
Sterilization. See: Infection control 
Strikes. See: Unions and collective bargaining 
SUICIDE 
Hospital’s obligation toward suicide-prone patients. (Litman & 
Farberow) D 16-64 
SURGERY 
Emergency disinfection of operating room and patient ward 
with beta-propiolactone. (Barbeito) Mr 16-100 
Laminar air flow _tested in operating room of New Mexico 
hospital. (DN) D 1-103 . 
‘Operation Tomorrow’—orientation to surgery. (O&I) N 1-26 
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Surgical assistants. (SFH) O 16-52 : 
Surgical suite evolves with the profession. (Agnew) My 1-99; 
(C) (Jacobs) Jl 16-58 


SURVEYS 


a. i on survey of extended care beds in hospitals. (N) 
16-1 

AHA surveys hospital heart, stroke facilities. (N) Mr 16-126 
Nation’s long-term facilities surveyed by HEW. (DN) Ap 1-45 


SWEDEN 


Swedish team studies U.S. hospitals. (N) Ja 1-97 


SYRINGES AND NEEDLES 


Food and Drug Administration investigating supply of hypo- 
dermic needles feared contaminated. (N) Ja 16-17; needles 
recalled. (N) F 16-19 . 

Needle sharpness testing. (Menolasino) Ja 16-114; correction. Mr 

28 


T 


TAXATION 


AHA comments on excise taxes. (N) F 16-20 
Barnes Hospital’s Queeny Tower receives $1,079,500 tax assess- 
ment. (N) Je 16-17 : 
Excise tax bill exempts nonprofit hospitals. (N) Mr 16-18 
—— tax exemption becomes effective April 1. (N) 
p - 
Tax exemption includes patient calls. (N) Jl 16-219 


TEACHING FUNCTION 


See also: Interns and residents; Manpower Development and 
Training Act; Nursing education 

Accreditation is everybody’s business, employees learn in two- 
day program. (Sr. M. Christopher) F 16-79 

— program for executive housekeepers. (DN) Ag 


1-8 

Building an effective training program for laundry employees. 
(Goodman) Ag 16-94 . 

Checklist for educational planning: AHA institutes for 1967. N 


6-82 
=o TV system brings classroom to students. (DN) Je 
-50 


se courses help engineering training programs. 

Criteria for evaluating a clinical educational program in physical 
therapy: hospitals as affiliation centers. (Moore) Je 16-82 

Development of training programs and job identity for the 
food service supervisor. (Van Horne) Ap 16-102 

Education and training: AAR. (Goulet) Ap 1-47 

Foreign doctors learn rules of the road. (O&I) N 16-48 

HRET establishes two more educational centers. (N) Ap 1-188 

Hospital supervisors learn management techniques in 12-week 
course. (Machaver) J1 1-40 

Hospital, union cooperate in training program. (N) D 16-126 

Hospitals as educational institutions: AHA statement. F 1-161 

Hospitalwide education program updates skills in all jobs. 
(Bachmann) Mr 1-47 

Inservice education oriented to asepsis. (Hooper) Ag 1-88 

Making housekeeping man-hours count: training program and 
staffing policies. (Mannhalter & Silman) D 16-82 

Medical dietetic students plan menus with computer assistance. 
(Casbergue) Je 16-96 

Medical record correspondence course. (SFH) Ag 16-33 

One hospital’s experience in training underprivileged youths. 
(Mills) D 1-46 

Seminars aid hospitals with blood donor procurement and in- 
ventory control. (DN) Ja 1-51 

Service patients. (SFH) Ag 16-37 

Surgeon General outlines educational goals at Conference on 
Health Occupations. (N) S 1-116 

Training programs will help fill manpower gap. (Weimer) Je 

Telephone. See: Communication systems 
Teletype. See: Communication systems 


TELEVISION 
Closed-circuit TV system brings classroom to students. (DN) 


Je 1-50 
Medical TV network to link Atlanta health facilities. (N) D 
16-126 
TERMINOLOGY AND DEFINITIONS 
What an extended care facility is not. (Binder) S 1-65 
What is a boarder? (SFH) My 16-27 
What is extended care? (SFH) (Detmer) Ja 16-40 
Transfer agreements. See: Admitting and discharge 
Transfusions. See: Blood and plasma banks 
TRANSIENT CARE 
Nonstaff physicians’ orders. (SFH) N 1-32 
TRANSPORTATION OF PATIENTS 
Back savers: devices for lifting and transporting patients. 
(Baldwin) S 16-76 
TRENDS 
Analysis of food trends and policies: prelude to dietary depart- 
ment design. (Terrell) O 1-92; O 16-142 
Carolinas-Virginias speakers forecast a new hospital system for 
a new society. (N) My 16-125 
Coming impact of Medicare. (Symp) Mr 16-51 
Hospitals and the changing legal climate. (Terenzio) D 1-50 
Interview with Surgeon General Stewart. Ap 16-59 
J cir new standards in structures and equipment. (Lewis) 


— the emergency department crisis. (Seifert & Johnstone) 
Reflections on thirty years. (Wilson) O 1-52 


Role of the community hospital: a reappraisal. (Berke) Ja 16-61 
Shaping the hospital for its future role. (Clark) F 1-49 


Trustees. See: Governing board 
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UNIFORMS 
— ce wear ‘uniforms’ and save money. (Whittaker) 
6-8' 


UNIONS AND COLLECTIVE BARGAINING 


AFL-CIO, Teamsters team up to organize Chicago hospital em- 
ployees. (N) N 16-19 i 
— hospitals, nurses reach interim agreement. (N) Ag 
California nurse ye gern strike as acceptable bargaining 
technique. (N) S 
East Coast, West Gene Rennie workers walk out in wage in- 
crease demands. (N) Ag 1-114 
1500 physicians stage oun out in New York City. (N) J1 16-19 
a nha” city nurses call in sick, win salary increases. 
Georgia nurses cool to union campaign. (N) Ag 16-124 
Hospital workers return to jobs in New York City. (N) Ag 1-17 
Li practical nurses return to work in Chicago hospital. 
Mass resignation threat wins wage increases for Chicago city 
nurses. (N) O 1-17 
New York City nurses win contract dispute with threat of mass 
tN eS tons (N) Je 16-17; nurses win raises, room rates rise. 
San Francisco Bay Area hospitals get new wage increase 
demands. (N) D 1-17 
Seng Nie Bay Area nurses, hospitals settle salary dispute. 
Threat of legislation ends Canadian strike. (N) S 1-117 
Twin City nurses submit resignations. (N) D 16-17 
Union organizers may be barred, labor board rules: New York. 
(N) Ap 16-123 
= ee ends year-old dispute: Bronxville, N. Y. (N) 
Youngstown, Ohio, nurses stage walkout over salary dispute. 
(N) D 16-17 
Urban renewal. See: Planning, Areawide 
Urology. See: Renal dialysis 
UTILIZATION 
See also: Bed needs 


Admissions normal at Medicare start: HEW. (N) Jl 16-19 

Aged account for increase in admissions, Health Information 
Foundation finds. (N) S 16-202 

Base line for measuring changes in admissions under Medicare. 
(Stone) Je 1-23 

Canadian analyzes factors in utilization levels. (Detwiller) S 

Changes in M.D.’s, hospitals among reasons for heavier emer- 
gency load, study shows. (N) Ja 1-95 

Day of admission significantly affects length of stay, utilization 
study finds. (N) Ap 16-125 

Guiding principles for ss utilization review programs: 
AHA statement. Mr 16-7 

Guiding principles for + review programs for extended 
care facilities: AHA statement. Ag 1-73 

Hospital indicators. Ja 16-21; F 16-27; Mr 16-23; Ap 16-23; My 
pa 16-21; Jl 16-25; Ag 16-21; S 16-27; O 16-25; N 16-25; 

Hospitalization occurs among ea of persons in last 
year of life, study shows. (DN) J 

Housing selected gynecologic Long “with obstetric patients. 
(Andelman & others) N 1-50 

How effective are utilization committees? (Fitzpatrick) S 1-45 

JCAH requirements amended to include. utilization review by 
medical staff. (N) Ja 16-124 

Medical care appraisal: AAR. (Williams) Ap 1-105 

Medicare: the first 31 days. (Stone) N 1-19 

— an the emergency department crisis. (Seifert & Johnstone) 


Need every hospital offer an obstetric service? (Rorem & Roth) 
D 16-50 


OB-Gyn mixing yee in New Jersey; Illinois program receives 
appreval. (N) O 1-118 

Ontario cites 140 ah cent emergency visit increase. (N) N 1-118 

Over-65 admissions rate shows slight decline. (N) J1 16-218 

Over-65 patients increase at steady pace in Chicago. (N) N i-117 

Public Health Service contracts to develop bed availability 
computer. (N) S 16-203 

Quality of care audits: foundation for a health care continuum. 
(Evans) Je 1-75 

Revised aggre am intensifies use of hospital’s facilities. 
(Freiwirth) S 1 

Shifting to a AS A week. (Haase) Mr 1-59 

Study of outpatient department results in more efficient room 
usage. (Frakes) N 16-79 

‘Those empty maternity beds. (Ed) D 16-49 

Three Eastern ae tackle problem of better maternity bed 
utilization. (N) Jl : 

Two hospitals, one cheietile service. (Goldberg & Youngquist) 
D 16-53 

Why patients use hospital emergency departments. (Vaughan & 
Gamester) O 1-59 

Wisconsin relaxes rules on cbstetric bed use. (N) Ap 1-184 


V 


VETERANS ADMINISTRATION HOSPITALS 
McGuire VA Hospital wins AHA safety award, (N) My 16-124 
Satellite food service improves manpower use: Cincinnati. 
Good) N 1-90 
VA initiates new venture, opens 2000 nursing beds. (N) O 1-124 
VA’s new automated hospital: Washington, D. C. (Rosenthal) Je 
16-50; correction. Ag 1-115 
VISITORS 
For visitors—a provisional welcome. (O&I) My 16-45 
Special wing for visiting and meditation. (DN) Ag 16-58 
Vocational rehabilitation. See: Rehabilitation 
VOLUNTARY HOSPITALS 
Broadening the scope of voluntary health care through co- 
operative action. (Bonnet) Ap 16-63 
Public’s search for a health care ‘champion’. (Sibery) Jl 16-75 
Role of the community hospital: a reappraisal. (Berke) Ja 16-61 
VOLUNTEERS 
See also: Auxiliaries 
Emmy and Pinkie puppets for child patients. (O&I) My 16-45 
One out of five Candy-stripers starts health career, hospital’s 
tally shows. (DN) My 1-75 
Premedical student evaluates his teen-age volunteer experi- 
ence. (Dart) S 1-59 
von Med experience spurs teen-agers to start medical careers. 
Volunteers: MAR. (French) Ap 1-151 
Volunteers deliver flowers to patients. (O&I) F 16-46 
Volunteers in a - land: training colony for the retarded. 
(Clark) My 16-72 


WwW 


WATER 

Boiler water treatment. (SFH) Ag 1-30 
Work simplification. See: Methods improvement 
WORKMEN’S COMPENSATION 

Workmen’s compensation claims. (L) Ap 1-169 
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Bradley, Bill, N 1-46 Craig, Nancy, N 1-60 
Breitenbach, Joseph F., Mr 16-42 Cunningham, Robert M., Jr., (recognition) 
Brennan, Miriam, Ja 1-63 My 16-68 
Bartos, Kenneth M., N1 Briggs, Frank R., My 1-87 
Bartscht, Karl G., Mr 16. 82; Mr 16-88; Mr Brown, Madison B., ae) My 16-68 Dake, Marcia A., D 16-70 
16-94; Mr 16-107. Brugler, Guy W., My 1-73 Dart, Richard J., S 1-59 
Bayha, fren H., 7 es Buc Sag gy E., 1 + - Ey Ap, _ 
my ay eateries, Ji 16-78 


Bachmann, Gladys Re Mr 1-47 

Bakke, Janet, Mr 1-76 

Baldwin, Harold G., S 16- 4 

Balintfy, Joseph L., "Je 16-8 

Balsley, Marie, Ja Ae 75; Jl “7 21; D 1-89 
Barbeito, Manuel Ss, Mr 16-100 

Bardin, James N.., Mr fa 


Bur 1-58 
Burgun, 3. Ars David ‘e Ap 1-125 
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Detwiller, Lloyd F., § 1-51 
Donaldson, Beatrice, Jl 16-127 
Downer, William J., Jr., F 1-113 
DuBois, Margaret, D 1-58 


Edgecumbe, Robert H., J] 16-144 
Eggers, Frank H., Jr., Mr 16-42; D 16-57 
Ellwood, Paul M., Jr. = 1-42; D 16-59 


Estill, Charles R., ”N 16-65 
Estrella, Manuel AS Mr 16-94 
Evans, Franklin J > ‘J 1-43 
Evans, Robert L., Je 1-75 


Farberow, Norman L., D 16-64 
Fearn, Donald E., F 1-103 
Fisher, Pearl R., Je 1-61 
Fisher, Samson, Je 1-61 
Fitzpatrick, Thomas B., S 1-45 
Folsom, Marion B., (recognition) My 16-68 
Ford, William H., Mr 16-51 
Frakes, Roy A., N 16-79 
Franze, Leone, D 1-78 
Freeman, Herbert, My 16-71 
Freilich, Herbert, D 1-53 
Freiwirth, Martin, S 16-99 
French, Mrs. Lynn F., Ap 1-151 
Freund, R. Gary, S 16-152 
Friedman, Jay W., Ag 16-46 
Friesen, Gordon A., My 1-109 
Fukuda, Kay, D 16-92 
Furstenberg, Frank F., S 1-61 


Gable, Tom S., F 16-10 
Gamester, Charles E., } 1-59 
Gass, Gertrude Z., O 16-87 
Geis, Dorothy P., F 16-83 
Giesler, Raymond H., Ja 16-64 
Glasgow, Douglas, My 16-79 
Gleason, Doris, Ag 1-60 
Goldberg, Irwin, D 16-53 
Good, Lois L., N 1-90 
Goodman, Francis W., Ag 16-94 
Goodwin, Lynn, Mr 1- “76 
Goulet, Charles R., Ap 1-47 
Graning, Harald M., Mr 1-43 
Grant, Murray, D 1-63 
Gray, J. D. 13 an, O 1-68 
Green, Fred W .s 16-72 
Greenberg, Selig, Ag 16-59 
Griffith, John R., Ja 1-34 
Grimes, Richard M., Mr 16-107 
Groner, Frank S., (award) My 16-66 
Groner, Pat N., Mr 16-51 


Haase, Ferdinand, Jr., Mr 1-59 

Hague, James E., Ja 1-38; Mr 16-51 

Haire, Edgar B., ‘My 1-47 

Haldeman, Jack C., F 1-21 

Hale, Thomas, Je 16-59 

Ham, Rudman, Je 16-104 

Harden, Walter G., O 16-80 

Harmon, Alexander, O 16-124 

ee, Dorothy L., D 16-92 

Hartnett, Eugene M., -54 

Hayt, Emanuel, O 16-75 

Hemphill, Marjorie M., D 16-92 

Henderson, Robert R., F 16-67 

Hervada, Arturo R., O 1-54 

Hill, Lister, (presentation) Mr 16-124; 
(award) S 1-54 

Hooper, Gladys I., Ag 1-88 

Horsh, Donald J., My 16-97 

Howell, James T., My 16-75 

Howell, John P., Ja 16-77 

Hunnisett, F. W., J1 16-92 

Hunt, Marlene A., S 16-168; N 16-69 

Hurley, Peter L., Ja 16-64 


Jacobs, Robert H., Jr., J1 16-58 
Jacobs, Theodore T., Ja 1-36 
Jeannette Marie, Sr., Ag 1-97 
Jelinek, Richard c., O 1-89 
Jernigan, Anna K.., 'O 16-146 
Jessiman, Andrew 'G.. Je 16-72 
Johanson, Perry B., F 1-83 
Johnson, Dorothy E., Ja 16-57 
J ohnson, Janet "16-98 
Johnson, Ken, N 1-46 
Johnson, L. G., J1 1-72 
Johnstone, J. Stanley, N 1-55 


Kabat, Hugh F., Ag 16-86 
Kauffmann, Pearl I., S 16-164 
Keegan, J. Jay, O 1-72 

Key, Iris, N 16-126 


Knapp, Marjorie A., e ‘we 140 
Knight, John E., 16-9 

Knowles, John H., F 16-62 
Koren, Herman, fe) 16-132 
Kronebusch, Dorothy D., My 1-81 


Laird, Onalee M., Ap 1-109 

Lane, Robert E., N 1-50 

Lawson, Robert E., N 16-120 
LeBrun, Josephine eee eg Ap 16-124 
Lehman, Katnerine B., 

Lentz, Edward A., Je 1-53: 1s 16-128 
Lenzer, Anthony, N 1-64 

Lesparre, Michael, : 1-21; Jl 1-46 
Levey, Samuel, Ja 1-56 

Levinson, Lawrence, 4 16-104 
Lewis, Robert K 

Lindskog, Norbert ¥. 5 16-107 
Lindsley, George A., N 1-50 
Litman, Robert E., D 16-64 
Littauer, David, F 7 

Long, Edward V., Ja 1-37 

Lurie, Abraham, My 16-79 


McBeth, Max A., Mr 16-79 
McClusky, D. O., Jr., J1 16-89 
Machaver, Harvey, J1 1-40 
McKillop, William, F 16-21 
McKinley, Marjorie M., J1 1-63 
Mackintosh, James M., "Ap 16-85 
Mackintosh, Robert, Ja 1-42 
MacMillan, Bruce G., F 1-97 
McNear, Everett, (sketches) N 1-80 
McNulty, Matthew F., Jr., Ap 1-83 
McQueen, Ronald J. C., My 1-93 
Mahoney, Robert W., J1 16-138 
Mannhalter, Fern, D 16-82 
Manzelli, Thomas A., Je 16-98 
Markowitz, Robert, Ag 16-107 
Matiska, Lillian, S 16-186; D 16-104 
Mayer, David P., D 1-36 
Melbin, Murray, O 16-112 
Menolasino, N. J., Ja 16-114 
Michlowitz, Arno, O 1-63 

Harold Cc. F 16-72; Mr 1-50; Mr 


6 
Miller, Richard, Ap 1-91 
Mills, Miriam, D 1-46 
Mitchel, Monroe, O 16-96 
Mix, Martin A., S 1-84 
Mizuno, William G., Ja 16-88 
Moller, Gerald R., Ja 1-71 
Montag, Geraldine M., J1 1-63 
Moore, os L., Ja 1-29; Je 16-82 
Morris, az, > -92 
Mueller, William nd Ap 1-73 
Muller, Charlotte, Ja 16-97 
Murphy, Ann, Je 16-104 ' 
Murphy, Virginia, S 16-161 


Nassau, Jean, N 1-77 

Nebel, Eddystone C., III, Je 16-88 
Neumann, Forrest K., J1 16-93 

Nigrelli, Rose T., Je 1-95 

Norby, Maurice ce (retirement) Mr 16-129 
Norman, Jacque B., My 1-125 


Okiyama, Toyoko, ~ 1-76 
Olson, Harold J., F 1 
Ostenso, Grace Is J % 16- 127 


Paley, Martin A., Je 1-79 

Park, Wilford E., S 16-142 

Parks, George M., J1 1-51 

Patterson, Thora K., N 1-80 

Paul, Robert C., Ap 1-95 

Pauley, William E., D 1-96 

Paulson, Isabel S., S 16-80 

Peimer, Sydney C., O 16-87 

Pellegrino, Edmund D., D 16-70 

Pendall, Rudolf J., Mr 16-51 

Person, ‘Philip H., ‘Jr. Ja 16-64 

Peters, David A., My 1-81 

Peters, Joseph P., Ap 1-43 

Petersen, W. E., D 1-78 

Pick, Orville M., My 16-92 

Pierson, Griffin S., O 16-62 

Pinsky, "Sidney, My 16-79 

Porterfield, John D., III, Ja 16-36; F 16-16; 
Mr 16-36; Ap 16-42; My 16-42; Je 16-25; 
Jl 16-40; Ag 16-43; S 16-40; O 16-14; N 
16-58; D 16-25 

Powers, Franklin W., Jl 16-73 

Price, Delbert L., My 1-57 

Pryor, Austin K., Ja 16-88 

Pullen, Leon C., My 1-77 

Purdy, Frances, Ap 1-113 


Riggs, Thomas E., Je 1-89 
Rochon, Sr. Dolore, F 16-83 
Rogatz, Peter, Ja 1-63; N 1-43 
Rogers, Paul G., Ap 16-66 
Rorem, C. — D 16-50 
Rosenfeld, E , My 1-40 
Rosenthal, ty Se 16-50 
Roth, Marvin D., D 16-50 
Rothenbuhler, Ervin F., Mr 16-62; Mr 16-88; 
Mr 16-94; Mr 16-107 
Rourke, Anthony J. J., My 1-81 
Rusian, Carol L., S 16-161 
Rusk, Howard A., Ag 16-52 
Rutledge, Aaron L., O 16-87 


Sanders, Eldon L., J1 16-58 

Scott, Mary E., F 1-113 

Seedor, Marie M., S 1-71 

Seifert, Vernon D., N 1-55 

Shaffer, James G., N 16-126 

Shannon, James A., (recognition) My 16-68 
Shier, Nancy A., F 1-113 

Sibery, D. Eugene, J1 16-75 

Sidel, Victor W., Ag 16-54 

Sigmond, Robert M., Mr 16-51 

Silman, Gary M., D 16-82 

Simon, Gilbert I., Ap 16-90 

Sirken, Monroe G., Ag 1-64 

Skarupa, Jack A., Ja 1-46 

Slabodnick, William, mY a 1-49 

Slama, Roy L., O 16-9 

Slottow, Richard S., 7 1 16-83 

Smith, Charlotte E., Je 1-101 

Smith, Jay W., F 16-90 

Smith, Leslie H., J1 16-89 

Smith, W. Allen, Jr., Ap 16-80 

Solworth, Mohe H, My 10-105 

Somers, Anne R., Je 16-44 

Sommer, Robert, Ap 16-71 

Stagl, John M., Ap 1-131 

Stamm, Emily K., Ap 1-77 

Stark, Nathan J., (interview) Ja 1-38 
Stephan, James w., My 1-53 

Stewart, William H., (interview) Ap 16-59 
Stone, Allen A., Mr 1-55; Je 1-23; Je 16-61; 


N 1-19 
Sturdavant, Madelyne, F 16-72; Mr 1-50; 
Mr 16-70 


Taub, Doris L., O 16-112 
Taubenhaus, L. J., Je - 72 
Terenzio, Joseph Vv. 1-50 
Terrell, Margaret E., oS. 1-8 O 16-142 
Teslow, Paul A., Je 1-69 
Tolbert, Dorothy J., J1 1-42 
Tollen, William B., My 16-63 
Toomey, Robert E., Ag 1-46 
Toussaint, Jack L., "Ja 1-44 
Trimble, George x. Mr 16-46 
Trowern, H. M., Jr. O 16-58 


Uyeda, Charles T., Ap 1-57 


Van Horne, Myrtle, Ap 16-102 
Vaughan, Henry F., Jr., O 1-59 
Verzi, Martin A., Ag 1-56 
Viguers, Richard T., My 1-115 
von Richter, Frank Cc. J1 16-82 


Wagner, Richard A., N 16-148 

Walker, James E. C., Je 16-72 

Walter, A. Richard, O 1-63 

Weckwerth, Vernon wad Ja 1-52 

Weil, Max i. S 16-71 

Weimer, Edward W., Je 1-83 

Weiner, Tess, Ag 16-46 

Westheimer, Ruth, Ja 16-97 

Whelan, Thomas 3: Ap 16-36 

Whisnant, I. Marshall, "sr. N 16-103 

White, D. ’K., O 1-65 

White, Joan s J1 1-56 

Whittaker, Lyman C., J1 16-87 

Wightman, D. D., 5 2 1-99 

Williams, K. J., Ap 1 105 : 

beh my Kenneth, (award) My 16-68; 
Ag 


Wilpitz, Roland W., Aq! = - 
Wilson, William L.,O 1 

Winship, Henry Ww, III, . 4 16-86 
Winston, Ellen, My 16-58 


Yoder, Richard D., Ag 16-75 
Youens, Ernest L., J1 1-35 
Youngquist, C. R., D 16-53 


Zeidenberg, David, Mr 1-70 
Zem, Joseph L., Ap 1-149 


HOSPITALS, J.A.H.A. 
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